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Ujis Leading the revolution ! 
Established 1979 with 26 years of solar experience 
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Solar Pool Heating Systems 


© Utility-tied and Off-Grid Systems 
© Network of Authorized Dealers 
© Team of Engineers / Technicians 
© Complete Pre-packaged Systems 
© Large Inventory in 3 Locations 
© Assistance with Rebate Filing 


Solar Water Pumping 


Complete Packages 
Agricultural / Residential 


Homeowners call us 800.822.4041 
for a referral to an authorized installer 


www. solardepot.com 


Petaluma Sacramento Corona 

1240 Holm Rd. 8540 Morrison Creek Dr. 1727-A Commerce St. 
Petaluma, CA 94954 Sacramento, CA 95828 Corona, CA 92880 
800 822-4041 800 321-0101 800 680-7922 
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Smart choice for power 


Xantrex GT Series Inverters 


> Proven reliability 

» Outstanding performance 

» Easy to install 

» Designed for multi-unit installations 
» GT 3.8 kW now available 


xantrex 


“Xantrex developed an inverter line that is 
reliable and easy to install; exactly what we 
installers and our homeowners are looking 
for. If we are installing larger systems with 
multiple inverters, the GT Series supports 
our needs by providing a modular design in 
a variety of power outputs that can be 
easily combined to match the engineered 
array. Cost, performance and system 
efficiency are always achieved when we 
go with a Xantrex solution.” 


- Brian Quock, Sales Director, 


Owens Electric & Solar 
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the future of affordable residential power %& skystreamenergy.com 


New GE Brilliance” Residential Solar Solutions 
Now Available from Energy Outfitters 


From one of the most trusted names 
in energy and home appliances... 


GE's advanced solar electric products offer you the quality and value 
you've come to expect from this energy and appliance leader. Now 
they’ve combined solar modules, power inverter, production monitor, 
and more — into the GE Brilliance™ home energy appliance, providing 
you with a complete, reliable solar solution for your home. 


Complete solar electric packages 
designed to fit your home... 


GE Brilliance™ solar electric systems range in size from 1.8 to 10 kilowatts and 
include everything necessary to outfit your home with its own electric source. 


¢ GE 200 Watt Solar Modules 

¢ GE Brilliance™ Grid-tied Power Inverter 

¢ GE Remote Energy Monitor 

¢ Roof-Mount Solar Module Mounting Rack Fhecdy Watt 
¢ ReadyWatt® Combiner Box, Wiring, and Disconnects ss 


Installed by a solar professional near you... 


When you call we will refer your inquiry to a local professional who is well acquainted 
with solar in your area. You will learn about the features of the GE Brilliance™ Solar 
Appliance, and the benefits of installing one in your home. Your dealer will visit your 
home, looking at sun exposure, power usage, incentive programs, and more to help 
you choose the system that is right for you. Expect excellent service before, during, 
and after installation from GE, Energy Outfitters, and your local solar professional. 


Call us today to schedule a solar evaluation at your home. 
Energ | 800 GO SOLAR (200 467 6527) 


O 4 energyoutfitters.com * Grants Pass, OR « Portland, OR 
Uu itters. Bozeman, MT * Denver, CO « Calgary, AB * Barrie, ON ©2006 Energy Outfitters, Ltd. All rights reserved. * OR CCB Lic. #167167 


SHIR Pvenniiils * 


~ Designed For Alternate Energy Systems (PV/Wind) 
_ Maintenance Free - Never Add Water. 
~ Absorbent Glass Mat Technology — Superior Cycle Life 
~ Sealed; Non-Spillable — Operates Upright on Its Side or End 
~ Low Impedance Design with Excellent Charge Acceptance 
~ Stand Alone and Grid Tied Systems 
~ Robust Military Aircraft Construction for Shock and Vibration 
~ Sin=Xtender™ Series Batteries are Environmentally Friendly and Recyclable 
~ Underwriters Laboratories Recognized Systems Component 
~1$0'9001;2000 Certified 


— —— 


The Heart of 
Your Solar System 


« » “ Sow . 
D 
| b y US MIL SPEC MANUFACTURER + SAFETY + “0” MAINTENANCE + LONG LIFE ; 
SUN~XTENDER® SERIES BATTERIES 
5 f is 
] 


a! , ST : 
= Gare aA i 
iH i ra) tt = - : 
i . aq el ha | \ vis ie ' 5 ‘toes; “ 
a | ‘3 = t may, £ 
— ~— i 6 wai ¥* 


2009 San Bernardino Road = West Covina, CA91790 USA Phone 626-813-1234 Fax 626-813-1235 
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<AEE Solar Has It All! 


The only one-stop, full-service wholesale 
distributor you'll ever need! 


Featured this Month 
GD 


4 Lyd 
*\ : SMA Sunny Boy 21 00 Baocerae 
wee Grid-Tie Inverter 
Y * New low-cost inverter — 
4 a perfect for home systems. 


Xantrex GT 3.8 
Grid-Tie Inverter 

A new, larger version of the 
GT Series from Xantrex. 


gantse® 
=, Meets NEC code without Grundfos 
i a DC disconnect. SQFlex 
—— Pumps 

Custom-Configured Solar-powered Southwest 
Power Panels deep-well pumps Windpower AirX 
Power panels with Outback, deliver 25,000 gallons New lower prices on 
Xantrex or SMA inverters for per day at 25 feet. 12-, 24- and 48-volt 
grid-connected and stand- Can pump from wind powered battery 


alone applications. depths up to 500 feet. chargers. 


Order Online at www.aeesolar.com 
Call us for a password and quick demo! 


We offer dealers and installers: 2006 AEE Catalog 
= Competitive prices on all the top brands Available - 
= Unsurpassed technical expertise seca 
= Widest selection in the business including 

all items for NEC-compliant installations 


Solar 800-777-6609 
SUPERSOURCE 8:30 - 5:00 Pacific Time, Monday - Friday 
Bringing Power to the People Since 1979 www.aeesolar.com 


1155 Redway Drive + PO Box 339, Redway, CA 95560 
707-923-2277 tel * 707-923-3009 fax * info@aeesolar.com 
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An Audience of Millions 


Sitting in front of the TV, I found myself groaning and cheering like a football fanatic. 
Larry King Live was on, the topic was energy, and I was glued to the tube. It was 
prime time. This program regularly pulls in a million-plus viewers, and dwindling 
oil supplies and renewable energy solutions were on the table. It was a supersized 
opportunity for renewables to catch the attention of the U.S. mainstream. 

A roundtable discussion was underway with panelists that included Chevron 
CEO David O'Reilly, Senator Kay Bailey Hutchison of Texas, Senator Dick Durbin of 
Illinois, and Sir Richard Branson, founder and chairman of the Virgin Group, which 
owns and operates Virgin Atlantic Airways. 

O'Reilly discussed how global demand for petroleum is up, as is the competition 
to control supplies, and that no single solution (or resource) will solve the problem. 
Senator Hutchison also called for a diverse energy mix. Senator Durbin clearly made 
the connection between shrinking petroleum reserves, the need for more efficient 
vehicles in the United States, and the growing economic threat posed by climate 
change. A hip-looking Branson spoke of the skyrocketing cost of fueling his airline, 
and his ongoing investments in ethanol refineries, wind farms, and other renewable 
technologies. 

As the panel discussion progressed, I was encouraged by the fact that it was 
even taking place. At the same time, I was incredulous that this particular panel was 
chosen. Many of the thousands of Home Power readers we hear from each year could 
have more clearly outlined the energy hurdle in front of us, and the role renewables 
and efficiency will play in a sustainable energy future. 

While most of us will likely never have an audience of millions, a million 
informed individuals talking with friends and neighbors about renewables and 
energy efficiency has an even greater effect. We’re all responsible for shaping our 
energy future, one conversation at a time. 

—Joe Schwartz for the Home Power crew 


Think About It... 


“It is difficult to get a man to understand something 
when his salary depends on his not understanding it.” 


—Upton Sinclair (1878-1968) 
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Once reserved solely for the space program, the Photovoltaic Industry has recently 
started to evolve in leaps and bounds. And KACO Solar, Inc. is now officially the only PV- 
inverter Manufacturer certified by the US Space Foundation. (www.spacefoundation.org) 


With fossil fuel prices soaring, solar electricity is becoming a viable alternative. So when 
selecting your photovoltaic installation, the most important criteria are reliability, 
longevity and value for money. Whether or not these 
criteria are met largely depends on the type of inverter 
being used. Selecting KACO Blue Planet Grid-Tie 


Inverters for your installation will guarantee that you 
4 Q C 0 receive the highest level of performance from your PV- 


System. 
Ser SS i 
KACO Solar, Inc. KACO has been the hallmark of excellence in the design, development and 


1002-B O'Reilly Avenue manufacturing of power electronics for over 60 years. Blue Planet Inverters stand 


Me coe CA 94129 for unparalleled quality MADE IN GERMANY. And since we believe so strongly in our 


+1 (866) KACO Solar inverters, we will give you a full six years of easySwap Warranty. 
info@kacosolar.com 
www.KacoSolar.com 


Electric Sticker Shock 
| am a homeowner in Texas and I’m 
looking for information on converting 
an all-electric house built in the mid- 
1970s to a fully self-powered solar 
home. Have you published any 
articles that would address this? | 
recently looked at the electric bill 
and | thought | was headed to the 
intensive care unit at our local 
hospital. 

Pat Bristol + via e-mail 


Hi Pat, The number one thing to 
do is to figure out how to consume 
less energy. It is a lot cheaper to buy 
energy efficient appliances than it is 
to buy solar-electric modules to power 
inefficient ones. Many folks can achieve 
a 50 percent decrease in electrical usage 
by making their households more 
efficient. Start by installing compact 
fluorescent lightbulbs in place of 
incandescent ones. They are about four 
times more efficient, and have improved 
remarkably and gotten less expensive 
in the last two to three years. 

Add insulation to your home, install 
better windows, and even add window 
coverings to help use less energy for 
heating and cooling. Make sure that 
your conditioned air is not leaking to 
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the outdoors through the cracks and 
crevices that are in many homes. Put 
your domestic water heater on a timer 
so it only goes on an hour before you 
usually need hot water. Invest in new, 
energy efficient appliances. Newer, 
more efficient refrigerators use one- 
third to one-half as much energy as 
older ones. 

Figure out how to consume less— 
turn lights out when nobody is in a 
room, put always-on appliances like 
TVs, VCRs, stereos, and microwave 
ovens on switched outlets. Dry clothes 
on a clothesline. 

Then consider putting in a solar 
hot water system. They are usually 
more cost effective than solar-electric 
systems. Have a pool? If so, you should 
definitely install a solar pool heater. 

Finally, work towards that solar- 
electric system. It will be a lot less 
expensive if you have done the other 
things first. 

Michael Welch ¢ Home Power 


Microhyadro Pipe Dilemma 
| am a homesteader in northern 
California and | just installed a 
Stream Engine microhydro turbine. 
The turbine is working well, but 
sometimes | have a problem in this 
siphon system. | have a 6-inch PVC 
pipe for the intake and run to the 
turbine. It is submerged in the pond, 
and the pipe exits and runs over the 
top of the pond’s berm. The flow is 
about 150 gallons per minute (gpm) 
at approximately 15 feet of head. The 
problem? At the top of the berm, 
which is also the highest point of 
the pipe, an air bubble is getting 
trapped. The siphon will still run, but 
the turbine amperage is reduced. The 
air bubble doesn’t always develop. 
I have run the system for days with 
few or no air bubbles. At other times, 
I get a large air bubble. Solutions? 
Look for a cheap hand vacuum pump 
to suck air out of the pipe? 

Darryl - via e-mail 


Hi Darryl, Your solution is easier than 
that. Since you apparently know the 


coe 


high point, get an air purge valve from 
a solar hot water dealer. When you're 
ready to install it, drain the pipeline— 
unless you need a shower. Drill and tap 
the valve into the PVC. Problem solved. 
In high head (pressure) systems, add a 
PVC tee and threaded reducer bushing, 
instead of tapping directly into the pipe. 
Good luck, 

Bob-O Schultze ¢ Electron Connection 


Lightbulb Choice 
My husband and | are building a 
new home. We had planned to buy 
all compact fluorescent fixtures. 
However, we are now being told 
that if we are going to be in and out 
of a room (like the kitchen pantry, 
or a hallway), it is better to use an 
incandescent light (with a dimmer) 
rather than a compact fluorescent 
light (CFL). My understanding is 
that CFLs have an initial high energy 
surge, and if | am turning on a light, 
then quickly turning it off again, | do 
not leave the CFL on long enough for 
it to run efficiently. In these cases, 
turning on and off an incandescent 
bulb is supposedly more energy 
efficient. Thank you. 

Marie « via e-mail 


Greetings Marie, I applaud your 
habit of turning off lights when 
leaving a room. I have not found any 
conclusive evidence to suggest using 
an incandescent over a 2006 CFL that 
meets stringent Energy Star specs or 
better. Buy that CFL fixture today and 
you should have a ballast that lasts 
10,000 to 30,000 hours and will save you 
lots of energy! Using excellent-quality, 
quick-fire technology ballasts 
available today, you'll be 
well ahead with CFLs 
everywhere in your 
house. The starting 
surge is insignificant 
in terms of energy 
use. A 15-watt ‘ 
CFL provides 
enough lumens 
for a hallway or 
pantry instead 
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of a 60-watt dimmable incandescent. 
Best regards, 
Geoffrey Talkington 


| am interested in solar collectors for 
space heating with storage (either 
concrete, rocks, or water), and was 
wondering if you could suggest 
anything. | am having trouble finding 
information and am wondering if 
it is a worthwhile plan to pursue. | 
find tons on solar water heating, but 
information on space heating with 
storage is limited. Thanks, 

Michael Clark « via e-mail 


Hello Michael, There were thousands 
of active solar heating systems with 
storage installed twenty or more years 
ago that are still operational today. 
Because of the high initial cost of many 
of these systems, they are dependent on 
tax incentives for their popularity. 
Iwill only address thermal storage as 
it applies to active solar heating systems 
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that I am familiar with, although there 
is a lot of overlap with some passive 
systems. Books from the early 1980s 
have some good information about 
storing solar energy, but they also have 
some info that has been proven wrong 
in the ensuing years. 

Water has a relatively high specific 
heat, is inexpensive, easy to store, and 
easy to transport through piping. Because 
of this, it is the storage medium most 
often used with solar heating systems. 
The only big considerations are the tank 
and system design. I recommend that 
large, unpressurized tanks (more than 120 
gallons) be constructed of fiberglass with 
a high-temperature liner, stainless steel, 
or polypropylene. Concrete and mild 
steel tanks have been successfully used, 
but they are thick and very heavy. Other 
materials like lower-density polyethylene 
and EPDM have proven to have very 
limited lifetimes in large tanks. 

Concrete and brick floors are used 
for storage in radiant floor systems. 
Solar heating systems integrate nicely 


Blue Sky Energy is proud to unveil it’s 
latest products the low cost SB2512i & 
SB2512iX. A fully automatic 12V 25A 
self-optimizing MPPT Solar Charge Controller, 


Patented Solar Boost MPPT technology 
harvests all the pues your solar panels can 


deliver — up to 


Contact us today for more information 


0% more! Ask us how. 
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..Ask the EXPERTS! 


with radiant floor systems because of 
the low operating temperature and the 
built-in storage if the radiant tubing is 
embedded in concrete. Concrete and 
brick have specific heats of about 0.2— 
or one-fifth of the specific heat of water. 
Specific heat is a way to quantify any 
material’s heat content or ability to act 
as a thermal battery. Compared with 
water, the same volume of concrete 
or brick cannot hold as much heat 
at a given temperature, but because 
the weight of concrete is about triple 
that of water, the water will hold less 
than twice as much heat in the same 
volume. 

Rock bins and eutectic salt (phase- 
change material) storage systems 
have rarely worked out for numerous 
reasons—please take my word that 
they have unforeseen problems after 
installation. Cinder blocks turned on 
their sides and capped with concrete 
have been used successfully as storage 
systems for air collectors, but this is not 
a widely used design. 


THE NEW LOW COST 
25121 & SB2512iX IS HERE 


$B2512i SHOWN. FOR EVEN MORE FEATURES ADD AN 
OPTIONAL IPN-REMOTE DISPLAY 


__ 


— 


KN_ Se eu Sy: 
800-493-7877 or 760-597-1642 ‘ ues an manuacue eo 
2598 Fortune Way, Suite K, Vista, CA 92081 U ed : 


blueskyenergyinc.com 
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I suggest that you make your 
search queries on the Web very 
specific when researching any of these 
different storage systems. If you can’t 
find anything there, you might search 
online booksellers for older solar 
heating books. Cheers, 

Chuck Marken ¢ AAA Solar 


PV Payback 
| installed a solar-electric system on 
my home a number of years ago, 
and I’m very happy that most of 
my family’s electricity comes from 
an environmentally friendly source. 
Visitors often ask about payback. 
I’m not a number cruncher, and I’m 
wondering how I can answer the 
financial payback question. 

Rich Hogue « Tucson, Arizona 


Rich, The financial payback on your 

investment is subject to many factors: 

e The structure and value of financial 
incentives where you live, such as 
tax credits and rebates 
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batteries are proven to be the most reliable, long- 
lasting deep cycle battery for your renewable — 


Utility regulations, such as feed-in 
tariffs and net metering laws 

Utility rate structures, such as tiered 
rates (that is, rates that start low and 
rise as you consume more electricity) 
and time-of-use metering 

Future increases in utility rates 
where you live 

Your local climate and_ solar 
resource, which affects the number 
of kilowatt-hours you produce 
relative to your investment 

Your system’s performance, which 
is generally a result of the quality of 
design, installation, and operation 
of the system 

Whether your installation is 
residential or commercial, which is 
tied to tax structures 

Whether you include the cost of 
financing your system 

Whether you can amortize your 
system cost into a mortgage 
Whether you can quantify an 
increase in the appraised value of 
your property 


I wish I could offer an easy answer, 
but any one of these factors can make 
your solar energy system investment a 
“good” or “bad” financial investment. 
My answer is as much an indictment of a 
financial structure that values immediate 
rate of return over long-term social and 
planetary health. See Andy Kerr’s article, 
“Mixing Business with Pleasure,” in 
HP101 for one person’s detailed financial 
analysis of one situation. 

Allan Sindelar ¢ Positive Energy 


To submit a question to 
Home Power’s Ask the Experts, 
write to: 


asktheexperts@homepower.com 
or 


Ask the Experts 
Home Power 
PO Box 520, Ashland, OR 97520 


Published questions will be edited for 
content and length. Due to mail volume, 
we regret that unpublished questions may 
not receive a reply. 


engineering and producing the industry's best deep eit T HE T E S T OF T | ME 


cycle batteries. As our rich history shows, Trojan 


For over 80 years, Trojan Battery has been 


Trojan. 


BATTERY COMPANY 
fea 
Clean energy for life 


800-423-6569 
www.trojanbattery.com 
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All power is not 
created equal 


The OutBack Power System true sinewave 
technology takes the rough edges off power 
conversion. Your equipment and motors will 

run cooler, quieter and start easier with virtually 
no harmonic distortion. The FX will invert power 
from your solar, hydro, wind or fuel cell source, 
charge your batteries, and is completely stackable. 


For a Product Guide, call 360-435-6030 or view 
online at www.outbackpower.com/catalog.htm. 
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Power Systems’ 


Powering the Planet, one system at a time... 


Phone: 360-435-6030 


19009 62nd Avenue NE 
Arlington, WA 98223 USA 


www.outbackpower.com 


Se has been 
designing and building 


solar water ia | WW t F f th Ss ™ 
heaters since cy a er ree rom e Wom 


1953. The Solahart 
brand is backed by 
Rheem, the largest 
water heater 
manufacturer 

in the world. 


Buy Solahart systems 
with confidence. 


Simple and reliable 
passive thermosiphon 
systems 


Open and closed loop 
systems for installation 
in almost any 
environment 


5 and 10 year warranty 
options 


For more information 
on Solahart systems 
and dealers, call 
334-260-1525 

or email us at 
solar@rheem.com 
Dealer inquiries 
are welcomed! 


Hot Water Free from 

the Sun” is a trademark 
of Solahart Industries 
Pty Ltd 


ar ~ 
(SAcc) 


Solahart systems 
0G-300 certified by SRCC Rheem Water Heating | 1 20ad | Montgomery, AL 36117-4305 | www.solahart.com 
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Phone 530-273-4895 
Toll Free 888-4SMAUSA 


info@sma-america.com 


10 Year Warranty. 


The Sunny Boy 3300U is the answer to today's module short 
age. With the 3300U's ability to work with a wide variety of 
solar modules, designing a PV plant is now easier than ever. 
The 3300U has surge voltage protection, an active cooling 
system, andis suitable for outdoor installation. Even challenging 
roof designs can be configured to yield maximum energy cap- 
ture. Not only has the 3300U set a new record for transformer- 
based units by achieving a maximum efficiency of 95.6%, it also 
is the first of our inverters to come with a free standard 10 year 


warranty. Ask your SMA supplier about the 3300U today. 
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uilding-integrated photovoltaic (BIPV) systems 
™® integrate solar-electric materials into a building’s 

9 exterior skin. Residential BIPV roofing options include 
PV shingles or tiles, and PV laminates on metal roofing. PV 
shingles are one BIPV option for homeowners, converting 
roofing into a source of electricity. 

Homeowners concerned about aesthetics can choose 
PV shingles for new construction or for re-roofing existing 
homes. PV shingles meet the needs of homeowners in 
locations that otherwise restrict the installation of solar- 
electric modules, satellite dishes, and antennas. Another 
advantage is saving money. A homeowner will save on 
conventional roofing materials, PV mounting frames, and 
hardware—and, of course, energy too. 

United Solar Ovonic’s PV shingles use flexible thin-film 
solar cells of amorphous silicon on a 5-mil (0.0127 mm) 
stainless steel substrate. They are encapsulated in a weather- 
resistant polymer, and blend into the roofing pattern of 
conventional fiberglass or asphalt shingles. The shingles 
carry a 20-year warranty on electrical output, and are rated 
to withstand 80 mph (36 m/s) winds. The PV shingle is 
nailed in place with common roofing nails over 30-pound felt 
underlayment. 


Model: SHR-17 
Shingle length: 86.4 in. 


Shingle width: 12 in. 
(5 in. exposed area) 


Minimum roof slope: 3:12 
(15 degrees) 


Maximum roof slope: 21:12 
(60 degrees) 


Rated power: 17 W 


Maximum power point 
voltage: 9 Vmp 


Open-circuit voltage: 
13 Voc 


Short-circuit 
current: 2.4A 


Power output / 
warranty: 
20 year 
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Courtesy United Solar Ovonic, www.uni-solar.com 


Installing PV shingles on a hip roof can be complicated, 
requiring some advance planning. 


Below: Wiring leads on the 
back of a PV shingle. 


Several courses of PV shingles seamlessly integrate into a typical composition roof. 


Planning & Layout 

A lot of pre-installation planning is required to assure a clean 
and code-compliant PV shingle project. When installing on 
new construction, planning your PV system with the architect 
during the building design stage is critical. When installing 
on existing buildings, care must be taken to examine the roof 
structure, paying close attention to construction type, spacing 
of framing members, and working space in the attic. You 
must carefully consider the roof areas and dimensions of the 
roof sections. 

Installing PV shingles on simple gable roofs is the most 
common installation. Each horizontal course of shingles 
is offset from the course below it by half a tab, or 3!/2 
inches (9 cm)—this is standard shingle roofing practice. 
When you're done installing the PV shingles, you have 
two vertical columns of wires 3!/2 inches apart, which 
are routed through two parallel raceways under the roof 
deck between the rafters. A hip-roof installation takes on a 
trapezoid shape, with a single line of wires that cross rafter 
spaces and can easily hit rafters or blocking, and interrupt 
the required continuous raceway. 

The high DC input voltage of grid-tied inverters calls for 
30 to 40 shingles wired in series. This may require 100 to 120 
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square feet (9-11 m2) of unshaded roof area for one series 
string. A 1 KW array of solar shingles is approximately 60 
shingles and 180 square feet (17 m2). The efficiency of the 
shingle is about half that of a crystalline module. This means 
that the roof area needed for a 1 KW PV shingle array is 
approximately twice that of a crystalline array. 


a 3:12 pitch, to provide adequate weather protection. Allow 
for about five courses of conventional shingles at the eave 
and peak to allow for the working clearances required by the 
National Electrical Code. 


The PV shingle is installed like a conventional three-tab or 
dimensional shingle. Plan the shingle layout so the wires fall 
between the rafters to make the wiring connections easier. Nail 
the shingles to the roof with conventional roofing nails. The 
positive and negative bus bars, encapsulated in the shingles, 
run in the area 1!/2 inches (38 mm) above the cells, so follow 
the nailing instructions that come with the shingles. 

Making the wiring connections and containing the series 
string wiring in conduit is a complicated and time-consuming 
task. Each shingle requires a hole to be drilled through the 


. shingles 
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Drilling the wiring holes before nailing the PV shingles. 


plywood roof sheathing so the wires can be inserted and then 
connected to the other shingles to complete the array wiring. 
United Solar provides a cardboard template to help installers 
mark the locations for the wires. The template has to be placed 
very accurately so that the holes for the wires will be precise 
and shingles are properly placed for even exposure and to 
avoid shading other cells or pinching the wires. Snap chalk 
lines up the roof to provide guidelines for the template. 

Since wiring connections need to be accessible, shingles 
should not be installed on overhangs, or other sections of roof 
where there is no access to the wiring below the roof deck. 
You cannot cut a PV shingle, so make sure you will have 
adequate area for the shingle length and the multiple series 
wiring connections of the low-voltage shingles. 

Since 1998, my company has followed United Solar’s 
recommendations, and has used a plastic surface raceway 
like Panduit for series string wiring and connections. The 
base strip of the Panduit is drilled to match the holes in 


Code issue 


United Solar Ovonic received UL approval in 1998 to 
use plastic raceway, mounted below the roof deck, as a 
junction box for their PV shingles. Section 690.14 of the 
2005 National Electrical Code requires that PV source 
circuit and output circuit wires run in metallic conduit 
from the point that the wires penetrate the roof to the 
first readily accessible disconnecting means. In some 


jurisdictions, this requirement may prohibit long runs 
of PV source and output circuits inside a building before 
reaching the code-required PV disconnect. 


The best approach to installing PV shingles is still under 
discussion. The skilled professionals who continue to 
develop better techniques to install PV shingles, as well 
as the other renewable energy technologies, are helping 
to standardize the industry and encourage satisfaction 
and ownership of solar energy systems. 


the roof and secured to the underside of the roof deck with 
3/s8-inch screws. We use a 7/8-inch drill bit to make our 
holes in the roof, and a band saw, miter saw, or hacksaw to 
cut !/ 2-inch-long pieces of 1/2-inch PVC conduit. The PVC 
pieces are inserted into the holes in the roof before securing 
the Panduit. Another raceway option is manufactured by 
Wiremold. The G4000 raceway product is steel, and UL 
listed for use up to 600 volts. 

Wiring PV shingles can be tedious work—requiring more 
than 60 connections for each rated kilowatt of PV array, many 
times in less-than-ideal conditions. Use a good crimping tool 
and weather-resistant butt connectors to make reliable, long- 
term connections. Give the wires a good tug and measure the 
open circuit voltage as you go to ensure good connections. 
Parts for the plastic surface-mount wire raceway include 
snap-together inside corners, outside corners, 90-degree base 
and cover pieces, and junction boxes. Terminate the module 
interconnect wiring in a J-box, and run THHN-2 or THWN-2 
in metallic conduit, or run armored cable to the combiner box, 
disconnect switch, and inverter. 


Solar-Electric Roofing 

PV shingles are just one option for installing a solar-electric 
system on your home, and they have their advantages and 
disadvantages. On the downside, wiring PV shingle systems 


Making series connections in the raceway. 
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PV shingles 


ea 


PV shingles seamlessly blend into this home’s rooftop, merging form with function. 


is definitely more complicated than module installations, 
with lots of connections for these low-voltage shingles. And 
thin-film roof shingles are about half as efficient as crystalline 
PV modules, so you need more roof space for the same 
output. But for energy efficient homes with good southern 
roof exposure, this is not generally a serious limitation. 

Chief among the advantages of PV shingles are that they 
blend in with the existing structure. Another advantage is 
that the cost of your roofing material and your electrical 
generating equipment is rolled into one product, so you 
don’t need to purchase separate roofing, modules, and 
racking equipment. PV racking can be a significant cost of 
a system, and the labor to assemble and install it is another 
cost. You also have no exposed roof penetrations with 
a shingle installation, while with most module racking 
systems, you have multiple penetrations. 

If you want your solar-electric system to blend in with your 
home’s exterior, you should consider BIPV options. Then you 
can smile whenever the sun shines, knowing that your roof is 
not only keeping you dry, it’s also providing your electricity. 


Access 

John Witte, Advanced Distributed Generation, LLC, 2600 
Dorr St., Toledo, OH 43607 ¢ 419-530-3792 e 

Fax: 419-530-3793 © jwitte@advanced-dg.com 
www.advanced-dg.com 


Panduit ¢ www.panduit.com ¢ Plastic raceway 
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United Solar Ovonic ¢ 800-843-3892 or 248-475-0100 ¢ 
www.uni-solar.com ¢ PV shingles 


Wiremold ¢ 800-621-0049 © www.wiremold.com ¢ G4000 
raceway 


“Roof-Integrated PV: From Sunbeam to Standing Seam,” 
William Ball, HP105 © Solar-electric laminates for metal 
roofing 
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State-of-the-art 
Solar Pumping and 
Solar Tracking 


Reliable Water Supply: 
PS Pump Systems 


Our wide range of different types of 
pump systems provides the optimum 
solution for every off-grid pumping sit- 
uation - reliable, efficient, maintenance- 
free. We offer solar pumping solutions 
for 12V to 96V DC or 115 to 400V AC with 
helical rotor, centrifugal or rotary vane 
pump mechanisms. 


Crystal-clear Water: 
PS600 BADU Top12 
Livestock Watering 5 / Pool Pump 


LORENTZ solar-operated pool filtration 
pump BADU Top12 provides crystal-clear 


water for your residential pool and sub- 
stantially reduces your power bills. 


Highest Energy Yields: 
ETATRACK 
Tracking Systems 


Solar tracking greatly increases the en- 
ergy yield of your modules by up to 50% 
during the summer months. LORENTZ 
provides solar tracking mounts for off- 
grid systems of up to 15 m?/160 saft 


(approx. 2.5 kWp)} size. No use of fail- 


| Solar Pool Filtration 


ure prone light sensors or wind sensors. 
For solar power plants LORENTZ offers 


a central control system to operate and 


monitor enough trackers to reach sever- 
at = 
Distributors wanted, please contact us! al MW size. 


LORENTZ solar products run worldwide 
in more than 100 countries, in various 
projects, for farms and villages, under 
the toughest climatic conditions. 


For more information, visit our website 


> as wwLORENTZPUMDPS .com 


/ Lightweight, 
| Overnight- | 
\_shippable 
\ Inverters 


q 


Take a Closer Look at Fronius 


Fronius makes it a priority to listen to our customers. As a result, our inverters are lightweight and can be 
shipped overnight anywhere in the US, saving time, cost and simplifying installation. Once installed, you 

probably won’t have any service related issues with your Fronius inverter but if you encounter a problem 

within seven years from the original date of purchase, we will see that it is replaced. It’s that simple. 


Fronius is the most trusted solar inverter manufacturer in the U.S. because of our innovative technology, 
better value and world class customer service. 


e 7-year standard warranty, 10-year extended warranty e Lightweight inverters lower shipping costs 


available for only $69 ¢ Warranty replacement inverters, 


¢ $90 reimbursements for warranty-related service calls shipped next day if required 


e All inverters manufactured in Fronius-owned and managed ISO 9001 facilities, using the best components available 


Take a look at what 60 years of experience can do for you. 


Fronius USA LLC Tel: 805-683-2200 
5266 Hollister Avenue #117 Email: pv-us @fronius.com 
Santa Barbara, CA 93111 Web: www.fronius-usa.com 


POWERING YOUR FUTURE 


an Energy Efficient Computer 


Mike Chin 


©2006 Mike Chin 


he energy consumption of personal computers (PCs) is finally becoming 

a topic of interest outside the mobile and laptop computing circles. And 

it’s about time. In the United States alone, computers and information- 
technology equipment account for 2 to 3 percent of our annual electricity 
consumption, to the tune of US$8 billion. According to the U.S. Energy 
Information Administration, domestic electricity demand is projected to 
grow at nearly 1 percent annually, mostly to power computers, electronic 
equipment, and appliances. 


An increasing awareness of these energy issues, the The Apple 17-inch iMac Core Duo is very 

high costs and challenges associated with cooling computer energy efficient, setting the stage for the future 
. of consumer desktop computers. 

processors, and the lure of a new marketing arena to hype 
have triggered a new interest in achieving higher efficiencies. 
The shift began some years ago with Sun Microsystems, IBM, ———————— - . 
Hewlett-Packard, and others moving towards more efficient ; 
central processing units (CPUs). In the past year, Intel—the 
PC industry’s 800-pound gorilla—has finally joined the 
movement, and has started to flex its considerable muscle in 
leading the “new” performance-per-watt trend by making 
more efficient processors. 


Taming Power-Hungry PCs 

In the time of the old 386 and 486 chips, computer energy 
consumption was still in the single digits, so the consequences 
were not that serious. However, in recent years, CPU power 
demand has gone through the roof, leaping rapidly through 
the double digits, and past the 100-watt mark. The hungriest 
Intel processors consume more than 150 W. 

This is a year of major transitions, however, with both 
Intel and Advanced Micro Devices (AMD) aggressively 
introducing new processor products in every category. Intel 
is finally showcasing new, cooler-running, more 
powerful chips to replace its aging, ultra-hot 
Prescott Pentium 4s, and AMD has made 
further refinements on their technologies. 

One of Intel’s current strategies is to 
blur the distinction between mobile and 
desktop processors, using the same chips 
for both types of platforms. In fact, the adoption 
of mobile components for desktop use is accelerating due to 
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17-inch iMac Core Duo 


Noise Level Power 

Activity / State (dB at 1 m) (Watts) 
Standby 0 2 
Low-power idle 20 33 
Idle 20 46 
Hard-disk seek at idle 21 52 
Max CPU load 22 63 


Source: Silent PC Review 


the consumer demands for ever-smaller computers at home 
and in the office. The new Apple iMac, based on Intel’s Core 
Duo processor, is a perfect example of this trend. The first 
collaboration between Intel and Apple stuffs an entire PC into 
the back of a 16.9- by 6.8-inch, widescreen, flat-panel monitor 
(17-inch model). The CPU is a dual-core model (two processors 
in one core, based on the idea that two heads are better than 
one), originally intended for use in laptop computers. It has 
already been lauded as Intel’s best CPU ever. 

Silent PC Review (www.silentpcreview.com) reviewed the 
17-inch iMac Core Duo, and found it to be the most energy- 
efficient integrated (monitor and computer, all in one case) PC 
ever tested—and one of the fastest. 

AMD has commanded the top position in processor 
performance for the past few years. Their Athlon 64 
processor’s energy consumption has declined, with each 
new revision showing even lower demand. AMD’s lead 
extends into the dual-core processor arena as well, with the 
Athlon 64 X2 processors outperforming the Intel Pentium 
D 800 and 900 series in both processing speed and energy 
efficiency—the latter is typically half that of a comparable- 
performance Intel. AMD, which once captured less than 
10 percent of the processor market, actually outsold Intel in 
the first two months of 2006. 


Video Cards: 
Still the Energy Hog 


While there is progress on the CPU front, video cards 
have become the new energy hog in more powerful 
computers. High-end video cards from nVidia and ATI 


Technologies (the market leaders) now exceed 100 W 
peak demand. Both companies offer dual-video card 
setups for the “ultimate” gaming performance, and this 
can mean greater than 200 W on two daughter cards. 
Video cards have not yet been hit with the efficiency 
bug; we can only hope that the thermal overload that 
happened with CPUs will soon happen with graphics 
processing units (GPUs). 
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efficient computing 


Traditional CRT monitors can draw more than 100 watts. 


Don’t Be Misled by the Label 


Before you use the Energy Star label as your guide for buying 
an efficient computer, consider that the current specs offer 
no requirements for energy consumption when the computer 
is in operating mode. Instead, computers are rated by the 
energy they use while in sleep mode. Current criteria stipulate 
that an Energy Star-qualified computer must enter sleep 
mode within 30 minutes of inactivity, and must not consume 
more than 10 percent of its power supply rating in that mode. 
With these standards, almost all computers (about 98 percent) 
can bear the Energy Star label. 

The good news is that the U.S. Environmental Protection 
Agency (EPA) is working on new Energy Star computer specs 
for 2007, which include parameters for operating efficiency. 
At this time of writing, the specs are in their second draft, 
and propose: 


e A high-efficiency (better than 80 percent) power supply 
must be used. This ensures that electrical energy loss (as 
heat in the power supply) is kept to less than 20 percent 
at all times. Currently, a loss of 30 percent or more is 
typical. 

e In standby mode (power off, but AC plugged in), the 
appliance can draw no more than 2 W. 

e Insleep mode, it must draw no more than 4 W. 

e In idle mode (powered up, but little or no activity), 
Category B desktops must draw no more than 50 W; 
Category A desktops must draw no more than 75 W. 


23 


24 


efficient computing 


Category B desktops often share the following set of 
features: one processor with one or two cores; one hard 
drive; one optical drive (maximum); 1 gigabyte (GB) of 
RAM or less; a GPU with a single monitor output and 
128 megabytes (MB) of dedicated video memory, often 
integrated on the motherboard. Category A desktops must 
have at least four of the following: multiple processors; four 
or more cores on a single processor; two or more GPUs, or 
a single GPU with less than 128 MB RAM; HDTV-capable 
video TV tuner; two or more internal hard disk drives; 2 GB 
or more of installed RAM. 

When the new Energy Star spec is implemented in 2007 
(January 1, or perhaps July 1), the EPA expects only about one 
out of every four computers will meet the spec. Then, it will 
be far easier to choose an energy efficient computer—just look 
for the Energy Star logo. 


Shop Smart—Now 
So what if you need an energy efficient computer today? 
You'll be happy to know there are many options. 

Get a laptop. Even the most energy-hungry laptop will 
be relatively modest in its demands, compared to a desktop. 
The need to conserve battery power means that virtually 
every component in a laptop computer is designed to run on 
less energy. Avoid any laptop containing a CPU described 
as a Mobile Pentium 4. This is a “low’-power version of 
the desktop P4, arguably the most energy-hungry processor 
made. Choose instead: Pentium M, Celeron M, Core Solo, 
and Core Duo among Intel processors; AMD Turion 64 and 
Turion 64 X2 (dual core) are also very efficient. 

If you want the benefits of a large monitor, a full-sized 
keyboard, and a mouse, all of these can be added to any 
modern laptop. Plus, some laptops (Apple’s new MacBook 
Pro, for instance) have options for 17-inch screens. 


Even this large 23-inch LCD monitor only draws about 65 watts— 
a big energy savings over old-fashioned CRTs. 


Modern laptop 
computers are fast | 
and powerful, and 
use only afraction | 
ofthe energy ofa | 
typical desktop PC. 


Get an Apple iMac (Intel Core Duo processor model). 
These highly efficient, yet powerful, integrated computers 
can even run the Windows XP operating system. Some 
Apple dealers are selling them with Windows installed, with 
dual-boot options. The only downside of these iMacs is that 
they are not really upgradeable. But because they are high 
performance computers, upgrading may not be necessary for 
many years. 

Check the energy consumption specs of the desktop PC 
you are considering. If you can’t find the data online, request 
it from the manufacturer. Keep in mind that idle power 
consumption is far more important than maximum power, 
but for overall energy efficiency, it helps if the latter is lower 
too. In actual use, most computers run close to or at an idle 
load more than 90 percent of the time. (However, this doesn’t 
hold true if you are an addicted gamer.) 

Shop for computers that use 50 W or less at idle, and 
ideally, not more than 125 W at full load. Power at full load 
will tend to go higher if the computer has a more powerful 

video card, which is common with PCs intended for the 
gaming market. Machines that incorporate “onboard” 
graphics on the motherboard will generally have the lowest 
energy consumption. Onboard graphics chips in nVidia 
and ATI chipset motherboards have decent performance. 
Try to avoid the Intel onboard graphics chips (Extreme 
Graphics)—they have poor performance and will be 

unusable with any modern games. 

Avoid gaming video cards if you can. If you must 
have one, try not to go past the “middle” ranks. Just 
by itself, a midlevel gaming card at full load can use 

50 W, which might be more than the rest of your 
components—combined. And a dual video card PC is 

an absolute no-no if your goal is energy efficiency. 
Know your processors. Look for computers that 
use Intel Core Solo, Core Duo, “Conroe,” Pentium M, or 
Celeron M processors. Almost all AMD processors, including 
Athlon 64 single and dual (X2) core, Sempron, and Turion 64 
(single and dual core), are quite energy efficient. Generally 
speaking, choose a middle-to-low clock-speed processor, 
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unless you have very demanding needs. Most individuals 
can get by with 1 GB of memory in most cases, and more than 
two hard drives is a bit of an overkill. You can always add one 
later, and external USB hard drives are inexpensive, handy, 
and use no energy when disconnected. 

Choose an LCD monitor rather than a CRT. Typical 
energy consumption of a 19-inch LCD monitor running 
normally is 25 W to 30 W. In sleep or standby, it will consume 
no energy at all. In contrast, even an Energy Star-labeled, 
19-inch CRT typically draws more than 80 W in normal use. 
On some 19-inch CRTs, playing a video clip in high resolution 
can drive usage up to 120 W. When you turn your computer 
off, and the monitor blacks out, an Energy Star monitor 
should draw virtually no power, perhaps 1 to 2 W. A non-ES, 
19-inch CRT may still use as much as 80 W in this standby 
mode. (Screensaver modes drop energy use by only about 
5 to 15 percent.) 

Look for Active Power Factor Correction (APFC) in the 
power supply. Power factor relates to AC electricity, and the 
way in which electrical devices interact with the incoming 
supply. To the power utility, a power factor of 1.0 makes 
the electric device “look” like a perfect resistance. In such 
devices, the apparent and real power consumed is the same. 
An electrical device with a poor power factor (such as 0.5) will 
draw double the apparent power to obtain the same amount of 
real power. This is easily measured with some AC watt-hour 
meters (see Access). An APFC power supply in a computer 
typically achieves a power factor greater than 0.95, compared 
to 0.7 for power supplies that have passive PFCs, and less 
than 0.6 for those that have no PFCs. 


The power-saving settings window of a Windows XP laptop: 
Start / Control Panel / Power Options. 


Power Options Properties 


Power Schemes | Alarms || Power Meter || Advanced || Hibemate | 


ef Select the power scheme with the most appropriate settings for 
~) this computer. Note that changing the settings below will modify 
the selected scheme. 


Power schemes 


Portable/Laptop v 


Settings for Portable/Laptop power scheme 
When computer is: 


te Plugged in 


After 15 mins v 


Tum off monitor: 


Tum off hard disks: | After 30 mins y| After 3 mins 


<>. —- --, en 
After 25 mins v| | After 10 mins 
Never ¥ | | After 30 mins a 


System standby: 


System hibemates: 
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A switched plug strip makes it easy to power-down 
peripherals and phantom loads. 


Not all computer specifications will note power factor, 
and most salespeople won’t have a clue. However, you can 
use these telltale signs: 


e An APFC power supply usually has no 120/240 VAC 
switch; the APFC circuit is tied to an auto-ranging AC 
input voltage circuit. 

e A passive PFC or no-PFC power supply almost always 
has a 120/240 VAC selector switch. 


Turn off the computer and any peripheral devices, 
such as monitors, printers, and scanners, when they are 
not in use. Sleep-mode effectiveness for computers varies 
tremendously—some may use just one-fifth of idle power in 
sleep, while others will drop barely 10 to 20 percent. At this 
time of writing, most PCs on the market draw between 65 W 
and 100 W at idle, and only somewhat less while sleeping. But 
as 2007 approaches, we’re sure to see more energy efficient 
models. “Hibernation” achieves the same energy savings as 
turning a computer off—it really is off, but saves the current 
state of the computer to hard disk, for fast resumption of 
work upon waking up. 


The power-saving settings of a Mac OS X desktop: 
Apple / System Preferences / Energy Saver. 


LO a_i Energy Sty in i=} 
« @ae@ B 


Show All Displays Sound Network Startup Disk 


{Sleep Schedule Options | 


Put the computer to sleep when it is inactive for: 


1 min 15 min lhe 3hrs Never 


w~ Put the display to sleep when the computer is inactive for: 


¥ " 1 i i ‘ i i 
Lmin 15 min lhe 3hrs Never 
@ Put the hard disk(s) to sleep when possible. @ 


2 
af Click the lock to prevent further changes. 
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The energy consumption of printers varies tremendously, 


with small, slow inkjets drawing little more than 100 W Wind Data Logger A low cost, full featured 
instrument for measuring 


maximum, and high capacity, high volume laser printers wind potential... 


drawing more than 1,500 W. However, when idle, their draw 
is modest, typically less than 25 W. For printers, the difference 
between idle and sleep modes is usually quite small. 

In almost all cases, simply turning the power off is the best 
way to minimize energy consumption when the machines 
are not needed. Pulling the AC plug from the wall may 
save another few watts, but most people will feel this is too cable, mounting hardware, 
inconvenient. “Smart” plug strips like BITS Smart Strip (see printed manual, AC adapter, 128 megabyte SD card, USB card 
Access) can shut off the AC at the plug when the computer reader, temperature sensor, and assembled anemometer. 
itself is turned off, so that you don’t have to remember to turn 
them all off at once. 


Supports three anemometers, 
wind vane, temperature sensor, 
0-5 volt inputs, and many more 
sensors 


Only $350 for Wind Speed 


Yd 
www.winddatalogger.com Data Logger, 25’ anemometer 


...Everything you need! 


A APRS World, LLC 
eces= Phone: +1-507-454-2727 Web: www.winddatalogger.com 


Mike Chin, Silent PC Review * www.silentpcreview.com ¢ 902 East Second Street, Suite 320, Winona, MN 55987 
mikec@silentpcreview.com i : ; 


Cooke, Devon, with Mike Chin. “17-Inch Apple iMac—The 
Official SPCR Review,” Silent PC Review, 21 April 2006, 
www-.silentpcreview.com/article594-pagel.html 


Current & proposed Energy Star requirements for computers ¢ 5 L www.tctsolar.com 
www .energystar.gov /index.cfm?c=computers.pr_crit_ — info@tctsolar.com 
computers and www.enereystar.gov /index.cfm?c=revisions. 
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PROGRESSIVTUBE® Solar Thermal Systems 


“Smart” Plug Strips & Watt-Hour Meters: 
BITS Ltd. ¢ 877-424-8758 or 631-261-8764 
www bitsltd.net/SmartStrip/ ¢ Smart Strip plug strips 


Brand Electronics * 207-549-3401 ¢ 
www. brandelectronics.com ¢ Digital power meters 


Electronic Educational Devices Inc. * 877-928-8701 or 
303-282-6410 ¢ www.doubleed.com ¢ Watts Up power 


meters 

TCT Solar 
P3 International Corp. ¢ 212-346-7979 101 Copeland Street 
www.painternational.com ¢ Kill A Watt power meter Jacksonville, FL USA 32204 


SeaSonic * www.seasonicusa.com * Power Angel power 


meter 


CX Datalogger - Cost Effective PV System Solution 
Helps you understand your PY system 


'  Datalogger function included in every CX charge controller 
~ Collects and records system information for one year 
* Battery state of charge, charge and discharged Ahs etc 


» Easy connection via USB cable to any computer for data 


downloading and analysis 
* Helps in system enhancement and problem detection 


© Remote display and system monitoring 
« Nightlight function and system settings 


www.phocos.com 
Phocos USA 742 E. 46th Street Tucson, AZ 85713 USA Phone: +1 (520) 882-9100 Fax: +1 (520) 844-6316 info-usa @ phocos.com 
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We make this one simple. 


The MS4024 Pure Sine Wave Inverter/Charger 


When deciding on the right inverter/charger for your system — ease-of-installation, 
ease-of-use, durability and price are key. Magnum Energy has you covered. 


Durable: 
With over 20 years of renewable 


Easy installation: 

A light-weight body makes the 
MS4024 easy to lift into place and the 
simple-to-reach connectors allow the 


energy experience backing Magnum 
Energy inverter/chargers, the 
MS4024 is designed with real 
world use in mind. ETL listed to 
UL1741/458 standard, Magnum 
has over 18,000 units in the field 
going strong. 


MS4024 to install in four easy steps. 


Easy-to-use: 

An on/off inverter-mounted switch, 
easy-to-read LED indicators, and 
an available remote control — for 


convenient operation, including the Economical: 
unique one-knob™ programming — Simply said — the MS4024 won't 
makes the MS4024 a breeze to operate. break the bank. 


Available Accessories: 


Remote control AGS module - auto generator start Stacking cable - series stackable 


Also available: 
MS2012 and MS2812 pure sine wave inverter/chargers 


Modified sine wave models RD1824, RD2824, and RD3924 


Dealer and distributor inquiries welcome 


Distributors: 
Carmanah Technologies Energy Outfitters, LTD Solatron Technologies Wholesale Solar 
800-667-6527 800-467-6527 888-647-6527 800-472-1142 


The MS4024: 4000 watt 
inverter with power 
factor corrected charger 


www.magnumenergy.com 


Phone: 425-353-8833 


The Powerful Difference 


Bradley Berman 
©2006 Bradley Berman 


There’s a bright new light in the otherwise dim and dismal setting of the 
American car showroom—the hybrid gas-electric vehicle. But hybrids represent 
a shift in mind-set more than a radical breakthrough in technology. 


Among auto consumers, there’s a sense that gas-electric 
hybrid technology might be the fastest solution to the world’s 
transportation energy problems. This enthusiasm should be 
tempered. Hybrid sales numbers must be viewed in the context 
of the overall car market. The 200,000-plus hybrid car sales in 
2005 represent a little more than 1 percent of the 17 million new 
cars sold last year. 

If every new hybrid driver effectively (and optimistically) 
doubled fuel economy from 20 mpg to 40 mpg for 40 miles 
of daily driving, a gallon per hybrid car would be saved 
every single day. That’s a whopping 200,000 gallons per day 
chalked up to hybrid car drivers. But we would only reduce 
our daily U.S. consumption from approximately 400 million 
gallons to 399,800,000 gallons. So hybrids are only a small step 
in the right direction. 


Good Hybrids, Bad Hybrids 

Back in the good old days of hybrids—say around 2003—we 
knew what the word “hybrid” meant. That’s not true anymore. 
The first set of hybrids—the Prius, Insight, and Civic—used 
a core strategy of reducing the size of the gas engine and 
providing “on-demand” power from the electric motor and 
batteries. Reducing the size of the gas engine, which can stand 
to be smaller based on 90 percent of common driving, is one 
of the keys to gaining better fuel economy. 

The newer hybrids—for example, the Accord, Lexus RX 
400h, and Highlander—maintain the conventional size of the 
gas engine, and add power by way of the electric components. 
This approach does little or nothing to boost fuel efficiency. In 
reference to the Highlander Hybrid, Gabriel Shenhar, senior 
auto test engineer for Consumer Reports suggested, “If Toyota 
had truly wanted to make a fuel-efficient seven-passenger 


wagon, it could have developed a hybrid from the four-cylinder 
Highlander with real-world mileage of 30 mpg.” 

This same criticism could be applied to the Accord Hybrid, 
which uses a six-cylinder engine for the gasoline-powered half 
of the power train. Perhaps the good folks from Toyota have 
taken this feedback to heart. The Camry Hybrid, which started 
hitting showrooms in May, breaks the U.S. Environmental 
Protection Agency’s (EPA) city 40 mpg mark by keeping the 
gasoline engine to four cylinders. 

Environmental groups, including the Union of Concerned 
Scientists, Bluewater Network, and the Rainforest Action 
Network, have criticized the performance-oriented hybrids as a 
misuse of the term “hybrid.” They see the emergence of hybrids 
with negligible fuel savings as greenwashing. 

Jason Mark, program director of the Clean Vehicles 
Program for the Union of Concerned Scientists, explained to 
HybridCars.com, “Hybrid vehicles have become the poster 
children for the fuel economy debate. We are sending signals 
to Detroit and Tokyo that hybrid technology should be used 
for fuel economy.” Mark and other environmentalists see great 
value in boosting some hybrids and criticizing others as a way to 
encourage automakers to produce the greenest hybrids. 

It appears that the hybrid sea has parted—with the “real” 
hybrids offering more than a 50 percent increase in fuel efficiency 
over comparable conventional vehicles, and the rest left behind as 
modest improvements to conventional automotive technology. 

But what’s in a name? Hybrid or not, consumers need 
common-sense, easy-to-follow advice. John DeCicco of 
Environmental Defense offers these words: “The only truly 
sound advice is really quite straightforward: When it comes to 
selecting a vehicle, simply choose the most fuel-efficient model 
that meets your needs and fits your budget.” 
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hybrid cars 
Toyota Prius 


More Priuses have been sold than all other hybrids 
combined—and for good reason. Since the debut of the 
second generation Prius in 2003 (as a 2004 model), the 
midsize hatchback sedan has racked up one award after 
another. More than two years later, it continues to be a 
red-hot seller, with Toyota and its dealers having trouble 
keeping up with demand. The Prius instills a cultlike 
devotion from its drivers. Satisfaction rates, consistently 
at 98 percent, are unparalleled. Prius owners are already 
looking twenty years ahead, when they can claim with 
great pride, “Yes. | drove one of the first Priuses.” 


The Prius works like a charm, humming along silently in 
all-electric mode at low speeds, and revving up its 110 
combined gas and electric horsepower for a respectable 
0-to-60 mph rate of 10.2 seconds. Bean counters argue 
that the Prius is two to three thousand dollars more than 
a comparable Camry or Corolla. That’s a joke to Prius 
owners. Those conventional vehicles can’t be compared 
to the Prius in terms of its unique technology and design, 
and especially in the categories that matter most to the 
average hybrid buyer—an EPA combined city-highway 
fuel economy rating of 55 mpg, and 89 percent fewer 
smog-forming emissions than the average new car. 


Honda Civic Hybrid 


By all accounts, Honda not only designed the heck out 
of the 2006 Civic—giving it a daring new style—but they 
engineered it to the extreme. The Civic Hybrid breaks the 
50 mpg mark for both highway and city EPA numbers, and 
qualifies for Advanced Technology Partial Zero-Emissions 
status in all 50 states. 


How did Honda achieve more power and efficiency, and 
cleaner emissions, all at once? Honda is on the fourth 
generation of its integrated engine-motor design. The ‘06 
Civic combines a 1.3-liter, iVTEC 4-cylinder engine with a 
20 hp electric motor to deliver a total of 110 hp. The new 
power train is 20 percent more powerful and 5 percent 
lighter than the previous model. 


The Civic Hybrid, in certain cruising modes, can also 
deactivate all of its cylinders. During this time, the electric 
motor alone powers the vehicle. At other stages of 
acceleration and cruising, Honda’s variable-valve system 
allows cylinders to activate and deactivate for the right 
mix of performance and efficiency. 
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hybrid cars 
Honda Accord Hybrid 


Here’s the formula for the Honda Accord Hybrid: Take 
the second best-selling car in the country, offer it with as 
many luxury features as possible, and soup it up to make 
it faster than any other family sedan on the market. This 
approach—using hybrid technology to boost performance 
and to only moderately improve fuel economy—caught 
car reviewers and hybrid fans by surprise when the 
Accord Hybrid was introduced in November 2004. Aren't 
hybrids supposed to be small, underpowered, econo- 
boxes with great fuel economy? 


One headline read, “Sips Gas. Hauls Ass.” Environmentalists 
pinned the term “muscle hybrid” on the Accord. David Welch 
of BusinessWeek, as if shocked, wrote, “The car bursts onto 
the road. Yeah, this car—an environmentally friendly and 
fuel-efficient hybrid—really did burn a little rubber.” 


Honda was the first to introduce a hybrid in the U.S. 
market, with the Honda Insight. They were the first to offer 
a hybrid version of a conventional vehicle with the Honda 
Civic Hybrid. And suddenly, they were the first to show that 
a hybrid could offer more performance, more amenities, 
and better fuel efficiency than other vehicles in its class. 


Toyota Camry Hybrid 


You'll never get accused of recklessness for buying a 
Toyota Camry. It’s safe, comfortable, dependable, relatively 
attractive, and altogether predictable. And based on the 
sales numbers—more than 430,000 sold in the United 
States in 2005—Americans are happy with a reliable and 
affordable set of wheels for the family. The Camry has been 
America’s top-selling passenger vehicle for eight of the past 
nine years. As long as you're being practical, why not invest 
a few extra dollars for the Camry with a hybrid drive that 
offers an EPA rating of 40 miles to the gallon, and gives you 
about 700 miles between visits to the gas station? 


In the Toyota Prius, the hybrid system was a bold move 
into unknown technology. The hybrid option on the 
Camry seems like a common-sense choice for an era 
when a single storm—meteorological or political—could 
send gas prices to US$4. 


In the Accord lineup, the hybrid is the fastest and the 
priciest. The Camry Hybrid is neither. Those dubious honors 
go to the fully loaded, sporty Camry SE—with a 3.5-liter 
engine delivering 268 horsepower, a 40 percent jump in 
acceleration over the 2006 model. The choice between speed 
and fuel economy is quite clear: Consumers who care about 
fuel economy can choose between the standard Camry’s 
four-cylinder combined highway-city rating of 28 mpg, the 
V6’s mpg rating of 26, or the hybrid’s 40 mpg. 
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hybrid cars 
Honda Insight 


If you really want to do your part to reduce greenhouse gases 
and air pollution, ride a bike and take public transportation. 
The next best thing is to drive the Honda Insight. 


Other models may offer luxury features and enhanced 
performance, but wasn’t the point of hybrids supposed 
to be great gas mileage? If reducing pollution and our 
foreign oil dependency is the reason you're thinking about 
a hybrid—and you can live with a two-passenger car—the 
Insight may be just the ticket. 


Released in 2000 as the first hybrid car to hit the mass 
market, the Honda Insight is the undisputed king of fuel 
efficiency and low emissions. But grab a new Honda 
Insight while you can. Honda recently announced that they 
will stop making the Insight in September. The company 
sells fewer than 100 Insights per month. 


Hybrid vs. Conventional Vehicles, 2006 Models 


Annual Emissions (Based on 13,000 Miles)* 


Hydro-___ Particu- Gas Mileage Electric- 
NO,?  co> co,° carbons’ latesd (Estimated MPG) Base Price Only 
Vehicle Version (Lbs.)  (Lbs.) (Lbs.) (Lbs.) (Grams) City Hwy. (US$) Mode? 

Ford Escape, 2WD Hybrid 7 144 7,359 5 276 36 31 $27,515 Yes 
Ford Escape, 4WD Hybrid 7 144 7,949 5 276 33 29 29,140 Yes 
Ford Escape, 2WD Gas 9 | 199-294 10,450 6-8 276 20-22 | 24-26 19,995 —_— 
Honda Accord Hybrid 6 146 8,703 4 221 25 34 30,990-32,990 No 
Honda Accord Gas 6-8 | 146-298 | 8,930-10,625 4-7 221 20-26 | 29-34 | 18,225-29,300 — 
Honda Civic sedan Hybrid 6 146 4,952 4 221 49 51 22,150-23,650 Yes 
Honda Civic sedan Gas 8 204 7,307-7,453 6 221 30 38-40 | 14,760-20,760 _— 
Honda Insight, manual Hybrid 17 219 3,948 6 221 60 66 19,330-20,530 No 
Honda Insight, CVT Hybrid 6 154 4,386 4 221 57 66 21,530 No 
No Insight gas version Gas _— _ — = = 
Lexus RX 400h, 2WD Hybrid 8 152 8,086 5 276 Bey 28 44,660 Yes 
Lexus RX 400h, 4WD Hybrid 8 152 8,499 5 276 31 27 46,060 Yes 
Lexus RX 330 Gas 9 Is 11,596-12,178 6 276 18-19 | 24-25 | 36,370-37,770 _ 
Mercury Mariner Hybrid 7 144 7,949 5 276 ois} 29 29,840 Yes 
Mercury Mariner Gas 9 288-294 | 10,450-11,983 8 276 19-22 | 23-26 | 21,995-27,400 — 
Toyota Camry** Hybrid 6 146 6,321 4 221 40 38 25,900 Yes 
Toyota Camry** Gas 6-17] 146-219 | 8,930-10,762 4-6 221 22-24 | 31-34 | 18,270-27,520 — 
Toyota Highlander, 2WD | Hybrid 8 152 8,086 5 276 3 28 33,030-37,890 Yes 
Toyota Highlander, 4WD | Hybrid 8 152 8,499 5 276 31 27 34,430-39,290 Yes 
Toyota Highlander, 2WD Gas 9-16 | 199-288 | 10,292-12,178 6-8 276 18-22 | 24-27 | 27,765-30,085 — 
Toyota Prius Hybrid 6 146 4,444 4 221 60 51 2bo25 Yes 
No Prius gas version Gas — — _— _— _— — — _— — 


*Emissions data courtesy of HybridCars.com; **2007 model; 4 Lung Irritant, > Poisonous Gas, © Greenhouse Gas, 4 Smog 
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Ford Escape Hybrid / 
Mercury Mariner Hybrid 


The Ford Escape Hybrid had its day in the limelight when 
it debuted in mid-2004 as the first American-made hybrid 
and the first SUV hybrid. A SUV that could boast more 
than 30 mpg was certainly deserving of recognition. Never 
mind that actual mileage has been running in the mid- 
20s for many owners, that Ford is only producing 20,000 
units, or that the company abandoned its commitment 
to significantly bump up the fuel economy of its fleet. 
They were indeed the first to produce an SUV hybrid, and 
they deserve a pat on the back. And it did win the North 
American Truck of the Year Award at the 2005 North 
American International Auto Show in Detroit. 


The Escape nudges out the other SUVs’ fuel economies 
by sacrificing performance, but its 155 hp system, while 
slower than the Toyota Highlander’s 268 hp system, has 
plenty of power for our congested roads. Also, the price 
tag is likely to be US$5,000 less than a Highlander Hybrid, 
and US$20,000 less than the Lexus SUV Hybrid. For a few 
thousand dollars more, you can opt for the upscale version 
of the Escape Hybrid—the Mercury Mariner Hybrid. 


Toyota Highlander 


It’s not fair to compare a midsize coupe to a midsize SUV, 
but let’s do it anyhow, as a way to establish a point of 
reference for just how far the hybrid options have come. 
How does the Highlander Hybrid compare with a Prius? 
The Prius uses a modest 1.5-liter, four-cylinder, 106- 
horsepower gas engine versus the Highlander Hybrid’s 
beefy 3.3-liter, six-cylinder, 208 hp gas engine. When 
combined with the power of the electric motor, the total 
power of the Highlander is 268, compared to the Prius’s 
110 hp. 


Motor Trend calls the Highlander Hybrid “a bullet.” But 
for some hybrid shoppers, the pride of the Prius’s 60 mpg 
city rating far outweighs the thrill of moving from 0-to-60 
in less than 8 seconds in the Highlander Hybrid. A Prius 
looks and feels like a hybrid. The Prius’s unconventional 
design is carried inside, with its use of a funny-looking key 
(Toyota calls it a “fob”) and a start button. In a Highlander 
Hybrid, nobody will really know that you're driving a hybrid. 
The Highlander starts up with a regular old key. The speed 
and normal-ness of the Highlander should take its appeal 
beyond the most ardent supporters of hybrid technology. 
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Lexus RX 4OoOoh 


Why are thousands of American car buyers plunking 
down US$50,000 for a luxury hybrid SUV? Because, 
essentially, it has everything a high-end SUV buyer seeks 
—rugged exterior, leather-swaddled creature-comfort 
interior—while delivering a reported 28 mpg on the 
highway and 30 mpg around town. And with 0-to-60 
performance in less than 8 seconds, it should appeal to 
those who have the occasional urge to merge—on the 
freeway—with unhybrid-like alacrity. 


Denny Clements, Lexus group vice president and general 
manager, sums it up, saying, “The RX 400h exceeds the 
expectations of luxury vehicle buyers and establishes a 
premium market for performance-oriented, fuel-efficient 
gas-electric hybrids.” The fuel economy is a far cry from 
the upper 40s and 50s of the compact sedan hybrids, but 
the Lexus SUV hybrid will at least introduce an entirely 
new segment of drivers to the pleasures of hybrid life. 
Once this group starts paying attention to their fuel 
economy, | hope they'll slow down on the road, drive 
more carefully—and maybe even give up a little size, 
speed, and luxury for more miles-per-gallon with their 
next Car. 


hybrid cars 


Hybrid Awareness, Hybrid Future 


In August 2000, the U.S. Department of Energy asked 
more than 1,000 Americans to provide the name of a 
hybrid vehicle. Only 2 percent could correctly identify 
the models available at that time—the Honda Insight 
and Toyota Prius. Another 19 percent answered more 
generically that Honda and Toyota offered hybrids, but 
64 percent were entirely stumped. 


Five years later, the number of “don’t know” answers 
is only down to 45 percent—which is surprising when 
you consider how rapidly car buyers have adopted 
hybrids. Sales in the United States grew from 9,500 in 
2000 to more than 205,000 in 2005. And still, more than 
four in ten Americans can’t name a single model. 


Market forecasters predict a continued annual doubling 
of hybrid car sales for the next few years. We could 
reach the major milestone of one million hybrid cars 
on American roads somewhere in the 2007 or 2008 
time frame. This seems like cause for celebration, until 
you consider that there are approximately 200 million 
cars in America today—and more than 700 million 


vehicles worldwide. If car numbers keep increasing at 
the present rate, more than one billion cars and trucks 
will be on the world’s roads in twenty years. Vehicles 
are now driven two trillion miles each year in the 
United States, and there are more cars than adults. 


Nevertheless, with the proven success of the Toyota 
Prius, which won many accolades in 2004, the hybrid 
makers are rolling out new models. In 2005, Ford 
became the first American automaker to join the 
hybrid market with the introduction of the Escape 
Hybrid. The 2006 Honda Civic, available as a hybrid 
(as well as a compressed natural gas vehicle), took 
Motor Trend's top honors this year, and Consumer 
Reports ranked the Toyota Highlander Hybrid as the 
best midsize SUV. 


This impressive string of accolades—along with rising 
gas prices—has encouraged nearly every carmaker in 
the world to join the hybrid bandwagon. By the end of 
the decade, car buyers may be able to choose from as 
many as 30 or 40 hybrids. 
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To Hybrid or Not 


Most forecasters peg the hybrid market to remain in the 
single digits of new car sales. However, these forecasts are 
the product of an industry that has resisted every innovation 
to produce cleaner, safer vehicles. Remember, Detroit also 
fought against seat belts, catalytic converters, and air bags. 

The industry has claimed for decades that they lack the 
technology to produce more fuel-efficient vehicles, and even 
if they could, the public wouldn’t buy them. Hybrids have 
shattered their tired old arguments. Hybrids have shown that 
the car-buying public will embrace changes in technology— 
and in fact pay handsomely for it—if it leads in the right a € es \ / 
direction. 

The number of cars combining gas and electric drivetrains 
on the road today or in 2010 is less important than the fact 
that hybrids have served as a wedge to pry open the way 
auto technology, and cars in general, are viewed. Now, when 
naysayers put up opposition to new ideas for powering our 
vehicles—or for that matter, our homes and cities—we can 
point to the million hybrids on the road as shining examples 
of what’s possible, and hope for a more sustainable future. 


‘cn haleah a. f had os 


Access 
Bradley Berman ¢ brad@hybridcars.com ¢ 
www.hybridcars.com 


Auto manufacturers: fe t h A nnua | 


Ford ¢ www.ford.com 


Honda * www.automobiles.honda.com 
Lexus ® www.lexus.com 


Toyota * www.toyota.com 


Rocky Mountain 
Sustainable Living Fair 


Powered by Nature 


September 16 & 17, 2006 


Fort Collins, Colorado 
At New Belgium Brewing Company 


Renewable Energy | Green Building 


ee a le Sustainable Living Practices | Natural Health 
¢ Photovoltaic Arrays . : ofcrie 
i ener Hoeeater syreme Environmental & Social Responsibility 
° Solar Homes Keynote Speakers | 125 Exhibitors | 35 Workshops 


e Greenhouses 
e Gardens 


i 
Includes 20 latitude specific diagrams— == 


available for all the populated world. 


For Exhibit & Sponsorship info: eMOTER | org 970- "© FAIR 


RGA NI, 
Q VALLEY 
Phe layh Toms 


Fast ~ ony ~~ 
& Accurate = oe | ~~ A a » 
3953 Marsh Creek Road Solar Pat h fi nd er O Peaent Gude t 


Linden, TN 37096 cn ‘Tort Fund 


317-501-2529 FAST ACCURATE SOLAR SITE ANALYSIS 3. 
info@solarpathfinder.com ¢ Fax 931-589-5400 www.solarpathfinder.com blue sun WILD OATs. ae. SmartEnergy 
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THE NEW VALUE FRONTIER 


ry KYOCERA 


Kyocera Empowers Your Future 


40-200 WATT POWER RANGE 

130-200 WATT MODULES FEATURE MULTI-CONTACT™ OUTPUT CABLES 
40-130 WATT MODULES FEATURE IP-65 JUNCTION BOX 

HEAVY-DUTY ANODIZED ALUMINUM FRAME 

25-YEAR POWER OUTPUT WARRANTY 


KYOCERA 


d.Blue is ideal for installation on all types of buildings, from 
residential to large scale commercial systems. The stylish dark 
blue cells, combined with black module frames on the KC200GT, 
KC175GT and KC130GT, allow the modules to blend in with the 
KYOCERA’S d.Blue technology is a process buildings architecture while producing energy at exceptional 


of texturing the surface of the solar cells to efficiencies. 


reduce reflection. This keeps more of the 
light energy within the cell, creating a gain At the same time the higher power output of the new module line 
in output power. The cell texturing and the will save balance-of-system costs for all solar projects, from the 
new three-bus-bar electrodes combine to smallest off-grid system to the largest industrial application. 

raise module performance to a new level. 


Call 800-223-9580 or click www.kyocerasolar.com to learn more. 


© 2006 Kyocera Solar, Inc. All rights reserved. 
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Bh CAN TAKE THE HEAT 


Rated for ie IS Outp wy ‘ - 
@ 40°C (1005), a ar e 


Built-in Energy. Monitor with Pe) Arun Sou 
TriMetric Leones aes : 


TurboCharger 


Aponte SOLAR 23 FJ. Clarke i se 


= ee a, 


including all documentation. Why wait 

components to arrive when you can receive an _ xy ~ : 
SunWize GTS much faster? Call us at 800.817.6527 x 7) a 
and find out how SunWize can help your business. 

Be successful, choose SunWize! 


\ 


> SunWize 


www.sunwize.com 


Reliable People . . . Reliable Products . . . Reliable Power! 
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| “diternative Energy 


Making Renewable Energy Affordable™ 


Shop on-line 24/7 at: a 
www.AltEnergyStore.com 


Or call now & order toll free: 


1.877.878.4060 (M-F, 9am-7pm ET) 
Use special code ‘HP114’ & get an extra discount! 


Solarsheat 1500g % Rollable Solar Panel 


Glazed Solar 
Air Heater 


Made in USA. 
Lower your 
heating bill by as 
much as 1/3rd with this 
solar air heating system. 


12 & 24V DC Compact 


Fluorescent Lamps 
Run lights efficiently 


and directly off your Py H 


battery bank. 
Warm and Cool 


colors available. i 
Starting at: & 


$13.15 


Comes with integrated PV panel to 
power blower system. 


$1625 


Solectria Grid-Tie 
Power Panel 

Easier than ever to quickly mount 
and connect this 1800 to 2500 
Watt grid-tie inverter 

system. Grid Tie 

Panels Start at: 


$2190 


Soldius Handheld 
Electronic Device Charger 


Charge your iPod or Blackberry with 
the Sun using a Soldius handheld 
solar charger! 


Only $92 


Samlex Pure 
Sinewave Inverters 


Run appliances with electric motors 
30% more efficiently - won't cause 
interference with your 

radios or TVs. 

12V and 24V, starting at: 


$230 


Sun-Mar Excel NE 


Non-Electric composting toilet. 
Great for off-grid living and cabins. 
White color only: 


$1140 
$199 


Great for camping. Use for 2-way radios, 
walkmans, CD players, GPS, other mobile 
| devices. Choose 5,10, or 20 Watts, 12V. 


\ $129 to $415 


MPPT500 500W 


Solar Charge Controller 
Uses high efficiency Power Tracking Technology. Takes 
inputs up to 500 Watts at 100VDC from solar panel array, and 


charges a 12, 24, or 48V battery bank. Made in USA. 


Air-X 

Wind Turbine 

12, 24 and 28V 

Ideal for small cabins, remote sites. 
Use with your solar panel system for 

even more average power! 


Solar Attic 


Fan 
Great way to keep 
your attic cool and 
reduce your air 
conditioning needs. 
Easy to install, no AC 
wiring needed. 
Runs when it’s hot 


- when there’s sun! 


$320 


SUNLINQ™ 


Foldable Solar Panels 
Lightweight, foldable and durable, 
these mobile modules are designed 
to charge and maintain your batteries 
and provide power for your portable 
electronics including cell phones, PDA 
devices, MP3 players and laptops. 


Comes in 6.5W and 12W. Made in USA. 


Starting at $99 


We Have 
Solar Panels 
in Stock! 


Brands such as: 
Evergreen, 
Uni-Solar, 

Kyocera & Others 


Call for Information! 


~ Gene Foster on his. 


off-grid golf course. te 


40-acre property in Paris, Arkansas, into a self-sufficient homestead. Over the 

last nine years, Gene has converted a piece of raw land nestled in the beautiful 
Arkansas valley to a virtual oasis, complete with a 1,600-square-foot rock home, a 5-acre 
fish pond, and his own nine-hole golf course. 

Gene has been in the machining business as owner of Foster Enterprises for 25 years, 
a trade that has helped him build and modify his independent energy system. When he 
took a serious look at his retirement options, he realized that his energy costs for 2004 
were more than US$3,500, and increasing every year. 

The alarm bells started ringing, and he asked himself, “How can I get a better return on 
the investment in my new home, and plan for my energy future?” Gene set out to lower 
his energy bills, which at his rate of consumption would total US$35,000 over ten years. 
He started researching his options on how to provide the four main elements of his home 
energy needs—heating, hot water, cooling, and electricity. Here is how he did it. 


( : ene Foster is a modern-day pioneer, a self-made man who has transformed his 
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Conservation 

As a first step, Gene set out to reduce his 
energy demand by insulating his home 
and shop thoroughly. The original house 
had wood siding with R-13 insulation. A 
1-foot-thick stone facade was added to the 
home’s exterior, with a 1- to 2-inch (2.5-5 
cm) gap between the rock and the original 
siding. Gene then built a large, south-facing 
screened porch overlooking the pond to 
manage the afternoon sun’s impact on his 
house, and provide a pleasant place to 
oversee his property. 

He replaced his natural gas-fueled 
range, cooktop, and clothes dryer with 
propane appliances that are supplied by 
a 100-pound (45 kg) propane tank, which 
usually yields a six-month supply. He 
continues to use these appliances sparingly 
along with his microwave, which had its 
clock disconnected to reduce the phantom 
load. All the lighting in his home and 
workshop is either compact fluorescent or 
tubular fluorescent for higher efficiency. 
He has three ceiling fans and a 3-ton central 
air conditioner to cool his home. With 
the exception of the air conditioner, the 
electrical needs in the house are relatively 
modest. 

In the 40- by 60-foot (12 x 18 m) 
workshop, he has a full machine shop 
with lathe, mill, sharpeners, grinders, air 
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compressors, and other assorted tools. These are used 
to maintain his golf course, and to fabricate the many 
innovations he has developed. The shop’s electrical load can 
be large, but most of the time only one device is running. 
A separate load center in the shop is fed from the main 
panel at the house. These two AC distribution panels are 
connected, and now his independent energy system feeds 
them both. An 18 KW diesel generator is used as a backup 
power source for battery charging, and to periodically assist 
large loads like the air conditioner, irrigation pumps, and 
shop tools. 


Gene Foster's large workshop has served as a useful place 
for fabricating his wind generator tower and PV rack. 


This sunroom provides passive heating and daylighting. 
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Heating & Hot Water 

Heating and hot water was the easy part. 
Gene purchased an outdoor wood-burning 
furnace from Hardy Manufacturing. The 
unit provides both heat and hot water to his 
home and workshop. It works very well, is 
made of stainless steel, and will burn for 
24 hours or more on a single load of logs, 
which are plentiful around the property. 
This furnace is extremely efficient and uses 
an open-loop water heat exchanger that 
provides ample hot water to two water 
tanks and also feeds hot water to two water- 
to-air heaters for the shop. 

Gene then designed and installed a 
drip oil-assist booster that feeds used oil 
to the heater on a timed basis to boost the 
heating capacity of the furnace. The unit injects 2 ounces 
(60 g) of oil at timed intervals, which allows the fire and 
flame in the firebox to burn hotter and reduces the amount 
of wood needed by half. 

The house is also heated with a large wood-burning 
fireplace that draws in cool air at the bottom and blows 
warmed air out at the top. Gene ducted this heated air 
stream to each room to heat his whole home comfortably. 
These innovations are simple but very effective. 


Cooling 
Cooling the house presented the largest load. The 10-year- 
old, 3-ton air conditioning unit is not efficient (newer models 
use about half as much energy), and worked the inverters 
hard when the compressor kicked in. To rectify this, Gene 
had his air conditioning service technician install a soft-start 
kit (capacitor) to reduce the compressor’s start-up surge. 
The inverters can now handle the air conditioner with 
no problem, but to limit its high energy demand and use, 
Gene designed and installed a fresh water, open-loop cool 
water booster. By pumping cool water from the bottom 


A hybrid heating system keeps Gene’s home 
at a comfortable temperature. 


An outdoor wood- 
burning furnace 
provides most of the 
home’s space-heating 
needs. 


This drip oil-assist 
booster increases heat 
and reduces the amount 
of wood needed. 


An open-loop heat 
exchanger provides 
warm air in the shop. 


of his 80-foot (24 m) well into an A-coil installed in the 
indoor blower unit, the home’s interior air temperature 
is significantly reduced. The water is then returned to the 
top of the well and cycled again. The system is simple and 
effective for short periods of time. 


Electricity 

Gene enlisted my company, Harvest Solar & Wind Power, 
to design and install his independent electricity system. 
After our first meeting, we realized that he had already 
taken most of the initial steps toward conservation that we 
normally recommend. He knew his energy needs, and was 
perfectly willing to manage them and his energy generation 
to achieve the goal of energy independence. 

Gene wanted multiple charging sources that would 
allow for some energy production in any weather condition 
at any time of day. We designed an off-grid hybrid 
system using solar electricity, a wind generator, and a 
backup engine generator. Gene has also built a custom 
microhydroelectric turbine to add to the energy mix. 

We chose components carefully to allow for maximum 
production and flexibility, and to provide for future growth 
of the system. A 48-volt system was chosen to keep system 
efficiency high and wiring costs low. 

We specified an OutBack power panel with two 
OutBack VFX3648 inverters and all the options. The panel 
includes an OutBack MX60 charge controller, the Mate 


Author John Miggins shows off the OutBack power center. 


system monitor, and OutBack disconnects all prewired. 
This UL-approved power panel supplied by Conergy Inc. 
simplified the installation and can accommodate up to four 
inverters if needed. Phil Undercuffler at Conergy and Matt 
Rust at OutBack were very helpful in the design of this 
panel, and Conergy had it built and shipped in two days! 

We selected Surrette S-530 batteries because of their 
excellent reputation, long life, 10-year warranty, and safe 
design. The battery bank is made up of three strings of eight 
batteries, wired in series and parallel for a 48-volt system 
with about 80 KWH of total capacity (40 KWH usable at 
50% DOD). The battery system has worked flawlessly. The 
batteries are installed next to the power panel in the shop 
on a custom rack that Gene built, and placed next to the 
south wall to help keep them warm in the winter. 


Photovoltaics 

The solar-electric array is made up of 22 Sharp 165-watt 
modules, wired at 48 volts to provide 3,630 rated watts 
and about 12 AC KWH per day. At the time, these were 
the largest panels we could get, and we received excellent 
service and design assistance from Doug Broach with 
Carmanah. 

The modules were installed on two custom, tracking 
mounts that Gene built on site. Setting the charge 
parameters for the OutBack inverters and MX60 was 
simple and straightforward, given the information from 
James Surrette at Surrette Batteries and Matt at OutBack. 
The batteries and inverters have risen to meet any electrical 
demand that Gene has thrown at them. The ability to 
recharge the batteries with a strong generator and Gene’s 
willingness to manage his demand are keys to the success 
of the system. 


Just another sunny day on the course for Gene Foster. 


Wind Generator 

Gene selected the African Wind Power (AWP) 3.6 wind 
generator with its own controller and air heater dump 
load. This generator sits on an 80-foot (24 m) tower that 
Gene designed and built. The tower’s design allows 
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The African Wind Power turbine is the main power source on 
days when there’s more wind than sun. 


him to single-handedly raise and lower 
the wind generator, another of his 
engineering feats. 

Gene installed the tower and wind 
generator himself, with buried cables to 
the power room, where the three-phase 
wild AC output of the generator is 
converted to 48 volts DC. The AWP 3.6 is 
a robust machine that starts generating 
at about 9 mph (4 m/s), and is a quiet 
yet reliable addition to the system. 


Microhydro 
Gene’s golf course is small, but the greens 
require a lot of water, so he created a 5- 
acre pond. Two 240-volt pumps supply 
water to each green for an hour each 
morming in the summer, with ample 
power and energy from the system. 
There is a 10-foot (8 m) drop on one side of the 
pond where Gene is installing his own microhydroelectric 
turbine. When the seasons change and the greens need less 
water, the hydro system will be employed to charge the 
batteries. In the fall and spring, the creek-fed pond used 
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Photovoltaics: Twenty-two 
Sharp, 165 W each at 24 VDC, 
wired for 3,630 W total at 48 VDC 


Networking: 


OutBack Hub 48 VDC input, 7,200 W 


total output at 
120/240 VAC 


Monitoring: 
OutBack 
Mate 


can or 
ft. | HEE a 
OutBack | [Aina 
PSPV with 

10A 

breakers 


aa 
— Charge 
Controller: 
Inverters: OutBack 
aX Two OutBack MX60, 
VFX3648, 3,600 W; MPPT 
GN 


Turbine: 


eae Ss Backup 
rican Win ssa Engine 
Power 3.6 ( « RIS) Generator 


Diversion Load: 
AWP. 


Wind 
Controller/ 


Disconnect: 


Balancing 
Transformer: 
OutBack X-240 


[ulna airs 4) 


60 A) 


AWP. 


Battery 
Monitor: 
TriMetric 2020 


AC Mains Panel: 
To 120/240 VAC 
household 
loads 


/\) 


Shunt: 
500 A, 50 mV 


Batteries: Twenty-four Surrette S-530, flooded lead-acid, 
400 AH each at 6 VDC, wired for 1,200 AH at 48 VDC 


Note: All numbers are rated, manufacturers’ 


specifications, or nominal unless otherwise specified. 
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DC Panel: 


OutBack PSDC 


Tech Specs 


Overview 
System type: Off-grid, battery-based PV and 
wind-electric 


Location: Paris, Arkansas 
Solar resource: 4.5 average daily peak sun-hours 
PV production: 360 AC KWH per month 


Wind resource: 10 mph (4.5 m/s) average 
wind speed 


Wind production: 160 AC KWH per month 


Photovoltaics 
Modules: 22 Sharp, 165 W STC, 34.6 Vmp, 24 VDC 
nominal 


Array: 11 two-module series strings, 3,630 W STC 
total, 69.2 Vmp, 48 VDC nominal 


Array installation: Homebuilt trackers 


Wind Turbine & Tower 
Turbine: African Wind Power (AWP) 3.6 


Rotor diameter: 11.8 feet (3.6 m) 


Rated energy output: 192 DC KWH per month at 
12 mph (5.4 m/s) 


Rated peak power output: 1,000 W at 22 mph 
(9.8 m/s) 


Tower: 80-foot guyed, tilt-up, homebuilt 


Energy Storage 
Batteries: 24 Surrette S-530, 6 VDC nominal, 
400 AH at 20-hour rate, flooded lead-acid 


Battery bank: 48 VDC nominal, 1,200 AH total 


Balance of System 

PV charge controller: OutBack MX60, 60 A, MPPT, 
48 VDC nominal input voltage, 48 VDC nominal 
output 


Wind turbine charge controller: AWP controller 
with diversion load 


Inverters: Two OutBack VFX3648, 48 VDC nominal 
input, 120/240 VAC output 


System performance metering: TriMetric battery 
monitor 
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System Costs 


Description Cost (US$) 
22 Sharp 165 W panels $15,950 
OutBack power panel 6,950 
Deutz diesel engine generator 6,500 
24 Surrette S-530 batteries 5,664 
AWP wind generator 3,015 
PV rack, homebuilt 2,500 
Tower, homebuilt 1,500 
Wiring, other 400 
Installation 400 
Wiring, batteries 360 
TriMetric battery monitor 200 
OutBack combiner box/wiring 199 
Total $43,638 


to run over the spillway. Now Gene will divert this water 
into the hydro generator for additional charging capability 
about four months out of the year. When the pond is full 
enough, the hydro plant will be able to run for 48 hours 
nonstop. 


Diesel Generator 

The fuel-fired generator is a new Deutz diesel 18 KW 
generator that runs on !/2 gallon (2 1) of fuel per hour 
at half load, and puts out stable 120/240 volts AC. Gene 
will have to pay for diesel to run it, but he can buy off- 
road diesel by the tanker load. This backup generator 
provides a nice buffer should his system require more 
input. The engine generator’s AC output feeds into 
the AC inputs of the OutBack power panel and is 
immediately available for direct use, to charge batteries, 
or both. 


Pulling the Plug 

After the system was installed and tested, Gene pulled the 
plug on his utility service. In many cases, this wouldn’t 
make economic or environmental sense, but the local 
utility is not supportive of grid-tied systems. They would 
have paid a low rate for Gene’s surplus electricity, while 
requiring him to spend at least US$2,500 to meet their 
equipment standards. Gene enjoys both the independence 
and the responsibility of having a stand-alone renewable 
energy system. 

The system is designed with the ability to harvest 
the energy abundant around us in multiple ways and 
allows Gene to live off the land, while still enjoying all 
the comforts of a modern home. Having an independent 
energy system is a dream of many that is now a reality 
and a source of pride for this Arkansas homeowner. 
Having plenty of golfing buddies to help enjoy it with 
makes it that much more fun. 
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Access 

John Miggins, Harvest Solar & Wind Power, 1571 E. 22 PL, 
Tulsa, OK 74114 © 877-743-2299 or 918-743-2299 e 

Fax: 877-743-2299 or 918-743-2299 ¢ jmiggins@cox.net ¢ 
www.harvest-energy.com ¢ System designer & integrator 


Gene Foster, Foster Enterprises, 8591 W. State Hwy 
22, Paris, AR 72855 © 479-635-2651 ¢ Owner & system 
designer 


Abundant Renewable Energy (ARE) ¢ 503-538-8298 ¢ 
www.abundantre.com ¢ AWP 3.6 wind generator 


Bogart Engineering * 831-338-0616 ¢ 
www.bogartengineering.com ¢ TriMetric battery monitor 


Carmanah ¢ 800-671-0169 or 801-501-9353 
www.carmanah.com ¢ PVs & design support 


Conergy °® 888-396-6611 or 505-473-3800 
www.conergy.us * Design & engineering support 


Deutz Corp. ¢ 770-564-7100 www.deutzamericas.com ¢ 
Diesel engine generator 


Hardy Manufacturing Co. Inc. ¢ 800-5-Hardy-5 or 
601-656-5866 * www.hardyheater.com ¢ 
Outdoor wood-burning furnace 


OutBack Power Systems ¢ 360-435-6030 ¢ 
www.outbackpower.com * Power panel, inverter, etc. 


Sharp Solar ¢ 800-237-4277 ¢ www.solar.sharpusa.com ¢ 
PVs 


Surrette Battery Co. Ltd. ¢ 800-681-9914 or 
902-597-3767 ¢ www.surtrette.com ® Batteries 
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Authorized Distributor of 
Suntech Power in U.S. 


We have these panels 
toc! 


@ SOLARTECH POWER, INC. 
NT 7 SO}ag, 13811 Bentley Place, Cerritos, CA 90703, USA 


Tel: 562.926.1089 ‘Fax: 562.926.1021" 
www. hseies sgl ee ieer M A hice 


Ah 


Want to Save Money! ? 
Extend the life of your battery with... 


Nanopulser!!! 


FEATURES 

e Maximize battery life by decomposing sulfation 

© Desulfates slowly and gently w/ no damage to electrode plates 
© Capacity comes back in 1~2 weeks 

¢ Renews Flooded, Gel and AGM batteries 

¢ For best investment and results, install on your new batteries 


DISTRIBUTORS 

© AEE Solar http://www.aeesolar.com 

© Sunelco Inc. http://www.sunelco.com 

¢ Kelln Solar (Canada) 
http://www.kellnsolar.com 

ASK YOUR LOCAL DEALERS 

OR CONTACT US DIRECTLY 


info@pulsegenetech.co.jp 
Pulse Genetech U.S.A., Inc. ° 425-454-2520 


Pulse Genetech 
www.pulsegenetech.co.jp/en/ 


* Lockable lid — 
* Interior light 
vd? resistant coated steel exterior 
atented low-frost system 
* Easy to clean ar 
w maintenance ° 
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12/24 VDC Energy 
Efficient Refrigeration 
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Dont just replace a light. 


Shine. \ 


will make a big difference for this generation and those to come. Change a Light. Change the World. 


Pledge to make your next light an ENERGY STAR? at energystar.gov/changealight and join a growing number of people p «| 
doing their part to preserve energy resources and help reduce the risks of global climate change. It's a small step that ae 


ENERGY STAR is administered by the U.S. Environmental Protection Agency and U.S. Department of Energy. ENERGY STAR 


west coast 


green 


RESIDENTIAL BUILDING 


The largest residential green building 
conference + expo in the country. 


Septemt 30, 2006 


1 Green Building Ingredients* 
SSS SSS SS SSS SSS SSS 


Good for the environment 
Protects natural resources 


——S— _ | Good for your clients 
————_—_—_— | -——--- © 
| 73% reduction in expenses and hassle every month 
- 100% improved comfort 
s 110% peace of mind 


Good for business — 

New systems and materials to offer 

20% Higher margins 

100% Client satisfaction 

70% More predictable: Better quality control 

80% Fewer callbacks 

100% Healthier you: Fewer toxic materials means 
healthier workplace 

110% smart: Certified Green Building puts you on the 
cutting edge 


*more at West Coast Green 


Think beyond recycling and think about your business. Gain the competitive advantage from 
leading experts on energy, building science, design, and construction. Discover how smarter 
building will green your business where it counts. 


2 DAYS FOR THE TRADE 


1 DAY FOR HOMEOWNERS 
250 EXHIBITORS * 100 SPEAKERS 


TRAINING SESSIONS & CEUs 
iS ml ae  ecostructure 


GREEN BUILDER 


& 
W 
QUALITY HARDWARE FOR THE PV INDUSTRY 


Designed for the Professional... 


Top-of-Pole Mounts 
Power-Rail Mounting System 
Side-of-Pole Mounts 
Power Tube Commercial Racking System 


Power-Grid Racking System 
Roof-Ground Mounts 
Battery Boxes, Racks and Cabinets 
Equipment Enclosures 


Preferred by Experienced Installers 


DIRECT POWER AND WATER CORP 
ALBUQUERQUE, NM USA 
800-260-3792 OF 505-889-3585 
FAX: 505-889-3548 
www.power-fab.com 
info@power-fab.com 
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8425 Almeria Ave. Fontana, CA 92335 
Tel: (909) 434-3100 
II. Fax: (909) 434-3101 


Introducing the 
SUNEARTH SOLAR THERMAL DIFFERENTIAL CONTROL 


ee 
sees 3 
. 

SunEAATH. 

Comes 


& 
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© Fasy To Read Lighted LCD Display 

© Displays System Temperatures At Up To Three Locations 
© Animated Representation of System Operation 

© 3 Sensor Inputs / 1 Fused 120 VAC Output 

© Varistor High Voltage Spike Protection 


For more information visit www.sunearthinc.com 
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RENEWABLES. 


. 
‘ 
&: 
TM. 
has mii i Best value 
le “,, ne Fully featured 
&) Easiest to install 


Ds GRID-TIED INVERTERS 


1.8kW, 2.5kW, 13kW, 60kW, 75kW, 90kW 


tel:978.683.9700 
fax:978.683.9702 


hp@solren.com 


www.solren.com 
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FVinding a solar-electric system 
msinstaller is like choosing a long 
distance phone company—it can be 
as simple or as complicated as you 
make it. You can let your fingers do 
the walking and choose the first one 
you find in your local yellow pages, 
or you can do additional research and 
find an installer that best meets your 
needs. Mail-order companies, large 
discount warehouses, small mom-and- 
pop businesses, and large corporations 
all sell and install renewable energy 
(RE) systems. As the number of dealers, 
distributors, and installers grows, being 
an informed consumer is increasingly 
important. And just like buying a car 
or a computer, you'll want to be sure 
that the person designing and installing 
your new system has the expertise to 
provide you with an efficient, safe, and 
reliable system. 


With 20 years of experience, licensed solar-electric installer Bob-O 
Schultze is a pro at installing both large and small systems. 


To locate an installer near you, you can always inquire with 
your local solar organization. The American Solar Energy 
Society (ASES) has chapters in 34 states, and your local 
chapter can provide you with a list of installers and dealers 
(see Access). ASES also cosponsors the “Find Solar” Web site 
at www.findsolar.com, where you can find detailed listings 
of PV pros across the United States and Canada. If you live 
in the Heartland, the Midwest Renewable Energy Association 
offers a great resource for finding an installer. You can also 
check out Home Power’s Web site for a searchable database of 
RE dealers and installers, or look in the Installers Directory at 
the back of each issue. 

Most of us want the best product for the least cost. 
Shopping by price is important, especially if you are on a tight 
budget, but there are also other factors to consider. Following 
is a list of some of the issues to think about when selecting an 
installer. 
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Professional credentials. 
Organizations are now certifying 
installers by a set of standards, 
and asking for an_installer’s 
credentials can give you an idea 
of these qualifications. The North 
American Board of Certified 
Energy Practitioners (NABCEP) 
offers PV certification on two 
levels—an Entry Level Certificate 
of Knowledge, and a PV Installer 
Certification. According to 
NABCEP, “Certification is not 
intended to prevent qualified 
individuals from installing PV 
systems...it is meant to provide 
a set of national standards by 
which PV installers with skills 
and experience can distinguish 
themselves.” 

That said, many seasoned pros 
who have been in the business 
for years don’t see the need for 
additional certification. They 
may not choose to dedicate the 
extra time or expense to become 
NABCEP certified. 

Electrical License. If you 
contract with an installer who 
doesn’t have an electrical license, 
you or your installer will also 
need to hire a licensed electrician 
to obtain the permit, supervise the 
job, and do the final AC hookups. 
Regulations for residential 
electrical work vary from state 
to state, so be sure to check with 
your local building department 
prior to system installation. Your installer should have a good 
working relationship with the local electrical inspector. Also, 
if you expect to take advantage of financial incentives, be 
aware that most states won’t provide rebates if the installer 
isn’t licensed. 

Bonded & Insured. It’s always a good idea to check if 
your installer has liability insurance. This insurance coverage 
protects you against any installation mishaps—if the installer’s 
work damages your house during or after the installation. 
Some installers advertise that they are “bonded” as well. This 
guarantees that the contractor will meet his or her obligations 
in a satisfactory manner. Failure to do so results in the 
bonding company paying you compensation. However, being 
bonded is expensive, so if you want an installer who is both 
bonded and insured, you'll probably have to forego a mom- 
and-pop operation for a large installation company. 

Training. How recently and where has your installer been 
educated and trained? Find out if the installer has kept up-to- 
date with training courses on the specific products he or she 
sells. Many companies that manufacture and distribute RE 


Courtesy Electron Connection, www.electronconnection.com 
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products offer training, enabling installers to stay current on 
new product developments. 

Experience. Don’t be shy about asking about an installer’s 
experience. Every installation is different, so the more 
installations an installer has handled, the better. Find out how 
many systems similar to yours the installer has designed and 
installed. Plus, there are always new products entering the 
market, and new regulations to deal with. An installer who 
has completed several recent installations will probably be 
up-to-date on the newest products and the latest code issues. 

Variety & Quality of Products. The variety of products 
an installer carries may or may not be important to you. But 
the more brands an installer carries, the more likely he or she 
will be to have one that fits your application. However, if the 
installer only carries a couple of brands and those brands 
work for your system, variety is not important. 

While the variety of products might not be crucial, 
the quality always is. Do some research on the inverter, 
controller, and other balance of system components that your 
installer suggests. Do the products meet industry standards? 
All components used in your system should be listed by 
Underwriters Laboratory (UL) or an equivalent testing agency. 
ULis anonprofit product testing and certification organization 
that verifies electrical products are safe for their intended use. 
ETL Semko and the Canadian Standards Association (CSA) 
provide similar approvals. Checking products to make sure 
they are UL, ETL, or CSA approved is one way to make sure 
the equipment used for your installation is reliable and safe. 

What kinds of warranties come with the products that 
your installer carries? Also, how long have the equipment 
manufacturers been in the PV industry? Long warranties are 
meaningless if the manufacturers aren’t around in five years. 
If you know of other people who have used these products, 
ask for their feedback: Are they satisfied? Have they had 
problems? 

Service Agreements & Performance Guarantees. 
Installers should provide you with some kind of optional 
service agreement. If problems arise with your system, 


Neal Mock from Solar Wind Works wraps up another 
system installation. 
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10 Things Your Installer (Probably) Won’t Do For You 


Your installer should provide you with a safe, reliable, 
working PV system. He or she should also be prepared to 
perform maintenance and repair visits if that’s stipulated 
in your contract. However, be prepared to do some things 
for yourself. Here are ten things your installer probably 
will not do for you. 


Analyze your energy needs. While it is up to the 
installer to size your system to meet your needs, it is 

up to you to tell him or her what 

your needs are. Your installer will 

not know how often your lights 

are on each night, how many 

hours you spend watching TV, or 

how many loads of laundry you 

do each day. If you're having a 

stand-alone system installed, it is 

especially important to tell your 

installer how much energy you 

use and when you typically use 

it, so that he or she can design 

a system accordingly. If you've 

chosen a grid-tied PV system, 

your installer will examine your 

previous year’s electrical bills to 

help determine the appropriate system size. 


Install equipment that you provide. Some installers 

may agree to install equipment that you purchased 
from another dealer, catalog, or online store, but most 
installers want to provide you with the equipment 
themselves. This offers them the ability to match the right 
components and hardware to your particular job, and 
ensures familiarity with the components to be installed. 
Be aware of this before purchasing a “great” deal online. 


Let you help install the equipment. Many homeowners 

want to help with some of the installation, either to 
keep costs down or just because it’s satisfying to have 
some hands-on participation. However, understand that 
many installers are reluctant to have your help. First, 
you may impede the installation if the installer has to 
stop frequently to answer your questions. And, more 
importantly, the installer’s insurance may not cover you 
if you are injured as a result of lending a hand. 


If you have your heart set on helping, be honest about 
your technical knowledge and skills with the installer, 
and work out the details of what your contribution will 
be beforehand. For example, a good way to save money 
without stepping on the installer’s toes is to do any 
excavation work yourself. 


Viaintain your batteries. For battery-based systems, 
some installers will offer a maintenance contract 
and will visit on a regular basis to check your system’s 
batteries. However, batteries need occasional equalizing 


and, in many cases, regular watering. If you do not have a 
maintenance contract for that, then it’s imperative for the 
life of your batteries that you do it yourself. 


Adjust arrays seasonally. If you don’t have a tracker 
for your PV modules, they are most likely on a fixed 
mount that is set for optimal year-round performance. 
But some systems are designed with adjustable mounts, 
which enable you to get the most out of your PV system 
each season by adjusting the tilt 
angle of your array. Don’t expect 
your installer to do it, unless you 
have this responsibility written 

into the contract. 


Install and maintain an 

engine generator. If you 

have a stand-alone system, you 

most likely will have a backup 

engine generator. From time to 

time, it will need maintenance 

and repair. Not all PV installers 

are familiar and knowledgeable 

about repairing generators. Ask 

about your installer’s expertise 

and willingness to troubleshoot this part of the system, 
or hire someone who has experience with generators. 


Read the owner’s manuals for you. If you really want to 
understand your system and each component, which 
is highly recommended, read the owner’s manuals! 


Be on call to address maintenance and service 

issues. Even with a contract, your installer may not 
be able to drop everything to help you exactly when 
you need it. Thus the importance of reading the owner's 
manuals, and for taking good notes when the installer 
discusses maintenance issues with you. It pays to learn 
how to troubleshoot and fix small issues. Jeff Tobe, PV 
installer for SEI, likens this to owning a new car. “If it 
gets a flat tire and you don’t know how to change it, you 
don’t expect the dealer to come out and perform this 
task—even though you paid them thousands of dollars 
for the car.” 


Manage loads to ensure battery power. Based on 

your input, your installer should be able to design 
a system that meets your energy needs. However, if 
you have a stand-alone system, your installer won't 
be there to warn you to turn off your TV or delay 
doing a load of laundry because you'll discharge your 
batteries too deeply. Household energy management 
is up to you. 


10 Make the sun shine during cloudy weather. 
Although most installers probably wish they 
could, this one’s out of everyone’s hands. 
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Courtesy Electron Connection, www.electronconnection.com 


what services will the installer provide and for how long? 
Will the installer be readily available to troubleshoot and 
fix problems? If something goes wrong, who is responsible 
for repair or replacement costs? Who is responsible for 
maintaining the system? If you are responsible, what kind of 
training will the installer provide? Will basic system safety 
issues be explained? 

Although service or maintenance agreements have not 
been standardized throughout the industry, many installers 
will agree to a site visit at least once a year to make sure the 
system is performing satisfactorily. For the early years of a 
system’s operation, consider buying a service contract. 

References. Contact an installer’s former clients to find 
out if the installer was knowledgeable, easy to work with, 
and took the time to explain the system’s operation. Also 
find out if their systems are working well, if there have been 
any problems, and, if so, if the installer returned to fix them. 
Ask for an installer’s business references, and check them, 
especially if the company’s reputation is unknown. 


The Final Call 
“Homeowners planning to be their own electric utility 
company,” says Solar Energy International Executive 
Director Johnny Weiss, “should take that responsibility 
seriously and learn the basic safe operation and proper 
maintenance of their systems.” 

While the installer is sizing up the system design, you 
should be sizing up the installer. Online and mail-order 


pro installers 


suppliers who never visit the installation site may have 
difficulty recommending the most appropriate equipment. 
A comprehensive, on-site solar and load analysis and two- 
way interview can help ensure a thoughtfully designed and 
well-planned installation. 


Access 

Laurie Stone, Solar Energy International, PO Box 715, 
Carbondale, CO 81623 ¢ 970-963-8855 ¢ Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


Installer Listings: 
American Solar Energy Society ¢ 303-443-3130 e 
www.ases.org 


Find Solar ¢ www.findsolar.com 


Midwest Renewable Energy Association ¢ 715-592-6595 ¢ 
www.the-mrea.org 


NABCEP ¢ 518-899-8186 © www.nabcep.org 


Product Testing & Certification Agencies: 
Canadian Standards Association ® 800-463-6727 
or 416-747-4000 © www.csa.ca 


Intertek ETL Semko ¢ www.intertek-etlsemko.com 


Underwriters Laboratories Inc. ¢ 847-272-8800 ¢ 
www.ul.com 
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E-Panels Magnetek 


SHARP 


www.homepower.com 


Ciut Back 


Power Systems 


Xantrex Service Center 


Solar Water Pumping 
Specialists 


Buy On-Line And Save! 


For more products and services 
check our new web site on-line at: 


www.sunpumps.com 


(928) 348-9652 
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Batteries with HuP® technology 


FREE SHIPPING in lower 48 states! Most models ship within 2 days 
10 year Warranty! 7 year free replacement 3 years prorated 
Northwest Energy Storage Dealer inquires invited 
W// www-.solaronebatteries.com 800-718-8816 941-697-1344 Fax 941-697-0767 


Residential Wind & Hybrid Systems with SMA Inverters from 
Abundant Renewable Energy EW 
. : AAG a 
Introducing the and wind generators 
See our website for specs, photos, prices, and a list of dealers 


Maximize energy production by maximizing efficiency 
Available in direct grid-connect systems without batteries 
Coming soon—battery-charging systems 

The most powerful blades, the most efficient alternators, 
& the most sophisticated controls in the field today 
Quiet, consistent, powerful, reliable 


Voltage Clamps™ (grid-tie controllers)—standard & custom available 
(see Home Power article: “Direct Grid Tie” #100, pg. 22) 


SMA Inverters 


i 


Web Site: 
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www.SolarPowerConference.com 


Presented by: 


Marketing Partner: 


RENEWABLE ENERGY 


void Them 


ye 


Above: Big battery, big mess. Don’t try this at home. 
Right: These batteries have definitely seen better days. 


Windy Dankoff 


©2006 Windy Dankoff 


and the wind isn’t blowing. They are often called the “weakest link” in renewable electricity 
systems, but battery problems nearly always are the result of bad equipment choices, 
installation errors, and lack of attention—the human factor! 

In my 27 years as a system supplier, I have seen serious battery-related mistakes made 
repeatedly, by amateurs and professionals alike (and I’ve made a few myself). The results can 
be expensive, hazardous, and damaging to the reputation of renewable energy. That’s why I am 
presenting these classic blunders, and their ready solutions. High-quality batteries can last ten to 
twenty years, but they can die in one or two years if abused. 

Nearly all battery-based RE systems use lead-acid batteries. So this article applies only to 


E atteries allow us to store our renewable energy (RE) for times when the sun isn’t shining 


them (not to other battery chemistries). It applies to batteries charged by PVs, wind, microhydro, 
and engine generators, the utility grid, or any combination of sources. It applies to off-grid 
independent systems and also to grid-tied systems with battery backup. 


BLUNDER #1 


Wrong Battery Type 


Batteries are built with a variety of structures and materials, 
according to the application. If you choose the wrong type, 
you will get poor longevity. 

RE applications require batteries to discharge to below 
50 percent of their storage capacity, repeatedly. This is 
called “deep cycling.” A full-time, off-grid home system 
will typically experience 50 to 100 cycles per year at 30 
to 80 percent depth-of-discharge. Always use high quality, 
deep-cycle batteries in RE applications. Engine-starting 
(car or truck) batteries are designed for quick, high-power 
bursts, and will survive only a few deep cycles. 

The batteries used in grid-tied, emergency backup 
(standby) systems will only be deep cycled occasionally 
when there is a utility outage. Periodically, flooded, 
deep-cycle batteries need to be actively charged to 
mix the electrolyte. This prevents stratification of the 
solution. Because battery cycling/active charging may be 
very infrequent in standby applications, it's best to use 
batteries that are specifically designed for emergency 
standby or float service. They might not be good for 
hundreds of cycles, but they will stay in working order 
through years of light usage. 


BLUNDER #2 


Improper Size 


To design a stand-alone renewable energy system, you 
first establish an “energy budget”—the number of watt- 
hours you will consume per day. Next, you need to 
determine how many days of stored energy (autonomy) 
is required. This variable can range between three and six 
days (or more) depending on your average daily electrical 
consumption, the output of the RE charging sources and 
their seasonal availability, and your willingness to use a 
backup engine generator. 

Most home systems grow larger over time. Loads are 
added, a PV array is enlarged, but a battery bank cannot be 
readily expanded. Batteries like to work as a matched set. 
After about a year, it is unwise to add new batteries to an 
established bank. If you foresee growth in your system, 
it is best to start with a battery set that is larger than you 
need. But be sure you have sufficient charging capability, 
or the battery bank will be chronically undercharged, 
which will lead to sulfation and premature failure. 
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Another distinction 
is between “sealed” 
(maintenance-free) 
and “flooded”  (liquid- 
filled) batteries. Most 
deep-cycle batteries are 
flooded. They require 
occasional watering, but 
tend to last the longest. 
Emergency standby bat- 
teries are often sealed, 
and they require no 
regular maintenance. 
Deep-cycle, sealed bat- 
teries are sometimes 
chosen because they eliminate need for a ventilated space 
and for easy access. Sealed absorbed glass mat (AGM) 
batteries are designed for float applications, and are a 
great choice for grid-tied PV systems that include battery 
backup. They typically cost up to twice as much as flooded 
batteries, and require more careful recharging regimens, 
but are the best battery type for standby applications. 


Pep ere 


Starting batteries work great 
in your car, but will quickly 
fail if used in deep-cycle 
applications. 


A large battery bank requires a large charging source. 
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BLUNDER #3 


Improper Watering 


Flooded batteries require the addition of distilled water 
every two to six months depending on battery type, 
battery temperature, and on the charge controller settings 
and system usage. Some people forget to water their 
batteries. The photo at right shows a system that was 
ignored for more than two years. The low fluid level 
caused excessive gassing, and the plates to warp, short 
out, and spark, ultimately igniting an explosion. 

But don't overfill your batteries, either. There is 
no need to fill them more frequently than required to 
keep the plates submerged. Fill them only to the level 
recommended by the manufacturer. Otherwise, during 
final charging, bubbles will cause excessive spatter and 
possible overflow, leading to corrosion of the battery 
terminals and wiring. Though an additional expense, 
a battery watering system simplifies battery watering. 


BLUNDER #4 


An extreme result of battery neglect. 


Many Small Batteries in Parallel Strings 


The ideal battery bank also is 
the simplest, consisting of 
a single series string of cells 
that are sized for the job. This 
design minimizes maintenance 
and the possibility of random 
manufacturing defects. Suppose 
you require a 700-amp-hour (AH) 
bank. You can approximate that 
with a single string of 700 AH 
industrial-size batteries, or two 
parallel strings of 350 AH (L-16 style) batteries, or three 
strings of 220 AH (golf cart) batteries. The diagram below 
shows these three variations. 

A common blunder is to buy the smaller batteries 
because that approach is less expensive up front. The 
problem is that when current splits between parallel 


Use bus bars to 
parallel multiple 
series strings. 


Single String Two Parallel Strings 


Medium-size 
batteries, two 
strings in parallel. 
Same amount of 
lead, equal energy 
storage. 


Large 2-volt cells wired in a 
single “string”—literally, one 
big battery. 


strings, it's never exactly equal. Often, a slightly weak cell 
or terminal corrosion will cause a whole battery string to 
receive less charge. It will degrade and fail long before 
other parallel strings. And because partial replacement 
aggravates inequalities, the only practical solution is to 
replace the entire battery bank. One way to reduce or avoid 
parallel battery strings is to use the highest DC voltage 
standard that is practical. The same batteries that would 
form two strings at 24 V can be wired all in one string for 
a 48 V system (now a common standard). The quantity of 
energy storage is the same, but the layout is simpler and 
the current at critical junctures is cut in half. 

If you must have multiple battery strings, avoid 
stacking cable lugs at the battery terminals to make parallel 
connections. Instead, bring wires separately from each 
string to two bus bars outside the battery box. This reduces 
corrosion potential and helps create electrical symmetry. 


Three Parallel 
Strings 

Smaller batteries, 
three strings in 
parallel. Again, 
equal energy 
storage, but much 
more to go wrong. 


BLUNDER #5 


Failure to Prevent Corrosion 


The fluid in flooded batteries gasses (bubbles) during the 
final stage of charging. When using flooded batteries, a 
trace of acid mist escapes and accumulates on the battery 
tops. This can cause terminal assemblies to corrode, 
especially any exposed copper, which causes resistance 
to electrical current and potential hazards. It’s an ugly 
nuisance, but it’s simple to prevent. 

The best prevention is to apply a suitable sealant to 
all of the metal parts of the terminals before assembly. 
Completely coat battery terminals, wire lugs, and nuts and 
bolts individually. If the sealant is applied after assembly, 
voids will remain, acid spatter will enter, and corrosion 
will appear. Special products are sold to protect terminals, 
but many installers prefer petroleum jelly. It will not inhibit 
electrical contact. Apply a thin coating with your fingers, 
and it won't look sloppy. 

Exposed wire at a terminal lug should be sealed, 
using either adhesive-lined, heat-shrink tubing or carefully 
applied tape. You can also seal an end of stranded wire by 
warming it gently, and dipping it in petroleum jelly, which 
will melt and wick into the wire. Or, you can solder the 
lugs. Whatever the method, these connections must be 


BLUNDER #6 


Lack of a Protective Environment 


Lead-acid batteries temporarily lose approximately 20 
percent of their effective capacity when their temperature 
falls to 30°F (-1°C). This is compared to their rated 
capacity at a standard temperature of 77°F (25°C). At 
higher temperatures, their rate of permanent degradation 
increases. So it is desirable to protect batteries from 
temperature extremes. Where low temperatures cannot 
be avoided, buy a larger battery bank to compensate for 
their reduced capacity in the winter. Avoid direct radiant 
heat sources that will cause some cells to get warmer 
than others. The 77°F temperature standard is not sacred, 
it is simply the standard for the measurement of capacity. 
An ideal range is between 50 and 85°F (10-29°C). 

Arrange batteries so they all stay at the same 
temperature. If they are against an exterior wall, insulate 
the wall and leave room for air to circulate. Leave air 
gaps of about 1/2 inch (13 mm) between batteries, so 
those in the middle don't get warmer than the others. 
The enclosure should keep the batteries clean and dry, 
but a minimum of ventilation is required by the National 
Electrical Code, Article 480.9(A). 
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very strong mechanically. Batteries protected this way 
show very little corrosion, even after many years. 

It's also important to keep battery tops clean of acid 
spatter and dust. This helps prevent corrosion and stray 
current across battery tops. Keeping battery tops clean is 
easy if you keep up on the job. A good habit to get into is 
to wipe the tops of the batteries with a rag or paper towels 
moistened with distilled water each time you water the 
batteries. Do not apply baking soda to the battery tops, 
since it might enter the batteries, neutralizing some of 
the electrolyte. 


Notice the parallel 
connections on the left 
side of the photo—the 
worst corrosion is at 
these stacked cable 
lugs. Batteries with 
corroded terminals will 
receive less charge, and 
will fail early. 


A battery enclosure must allow easy access for 
maintenance, especially for flooded batteries. Do not 
install any switches, breakers, or other spark-producing 
devices in the enclosure. They may ignite an explosion. 


A beautifully installed 48 V battery bank—sixteen 6 V 
batteries connected in two strings of eight. These big 
Surrette batteries have two holes on each terminal, so cable 
lugs don’t have to be stacked. The peaked battery enclosure 
allows for excellent hydrogen venting. 
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BLUNDER #7 


Lack of Proper Charge Control 


When installing new charge controllers or inverters in your system, make 
sure to program the appropriate charge setpoints for your specific battery 
type. Battery-based PV systems will usually have a solar charge controller 
and an AC battery charger, for use with an engine generator or the grid. 
The AC charger will typically be built into your inverter. Voltage settings 
appropriate for your type of battery must be programmed into these devices. 
If incorrect charge setpoints are chosen, sealed batteries can be overcharged 
and lose their internal moisture. Flooded batteries will be deprived of a full 
finish charge and will deteriorate if charge setpoints are too low. 

When batteries are cold, they require an increase in the maximum charge 
voltage to reach full charge. When they are warm, they require a reduction 
in the voltage limit to prevent overcharge. Choose a charge controller and 
inverter/charger for your system that includes temperature compensation. To 
use it, you must have a temperature sensor located at the batteries. You may 

Proper need a temperature sensor for each charging device (including the inverter), 

controller but networked systems communicate the temperature from a single sensor 

settings to all charging components. Some small charge controllers have temperature 

ie oes sensing built in. In that case, be sure the controller is located where its 

longevity. temperature is similar to that of the batteries. Otherwise, it will be “fooled” 
into setting improper charge limits. 


BLUNDER #8 


Lack of Monitoring Devices 


Battery management is sometimes called a “black art.” 
That's true only if the user (or supplier) is in the dark. xantrex 
Have you ever driven a car without a fuel gauge? It can 
be frustrating! Yet, many battery systems don’t have 
an equivalent device to show the state of charge (SOC), 
the level of stored energy. 

Metering is not just bells and whistles. It provides 
crucial information for battery management, which in 
turn significantly increases battery longevity. Use a digital 
monitor, like the TriMetric (Bogart Engineering), IPN- 
ProRemote (Blue Sky Energy), or XBM battery monitor 
(Xantrex). These devices keep track of accumulated 
amp-hours and display the charge status of the battery 
bank. They also display other data that can be useful for 
maintenance and troubleshooting. 

Install your monitoring device where it can be seen 
easily—in a central place in your home. Be sure the device 
iS programmed properly, based on the parameters of your 
system. This needs to be done just once, during meter 
installation. 


Two examples of 
modern battery monitors 
(amp-hour meters). 


BLUNDER #9 


Improper Charging 


The surest way to ruin batteries within a year or two is to 
keep them at a low state of charge (SOC) for weeks at a 
time. Active battery material will crystallize, covering the 
plates, which will become permanently inert. We call this 
“sulfation.” Ideally, batteries should receive a 100 percent 
full charge about once a week for good longevity, and 
more frequently is better. If this takes a full day of backup 
charging with a generator, do it! Use your monitoring 
system to know when full SOC is reached. If you don’t 
have an amp-hour meter, watch for the voltage to reach 
maximum and the charge current to drop to a low level. 
This means the batteries are unable to accept much more 
energy, and are accepting only a “finish” charge. 

In winter, some people run their backup generator 
for an hour a day—just enough to prevent the system 
from shutting down. Bad idea! It may be better to run it 
for ten hours, once a week, or whatever it takes to fully 
charge the batteries, instead of partially charging them 
more frequently. 

Finish-charging a battery bank with an engine generator 
is an inefficient use of fuel, and results in extremely long 
generator run times. As a result, generators are typically 
shut down once the absorption charging stage is finished. 
But at this point in the charging process, the battery bank 
will only be at about 85 percent SOC. Since regular, full 
battery charging is important for battery longevity, make 
sure that your RE sources are topping off the battery bank 
after the generator has done the bulk of the charging. 
Relying on your PV system to provide the finish charge 
may be difficult during winter months. Another option is 


BLUNDER #10 


Exceeding Your Energy Budget 


If you remove more energy from your battery bank than 
you put in, your batteries will suffer. It's not the batteries’ 
fault, yet this is the most frequent cause of complaints 
about batteries “not holding a charge.” 

Here is one common scenario: A well-meaning 
appliance seller or mechanical contractor sells you a device 
that uses “very little electricity.” Ha! They don't know 
about the initial expense of solar electricity. For example, 
about US$3 will buy you about 40 KWH per month of 
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to set the inverter—charger to equalizing mode (see below) 
during generator charging about once a month to ensure 
that the battery bank is getting fully recharged. 

The extreme of undercharging is called 
“overdischarging.” Voltage should never, and | mean 
never, be drawn below about 11 V (for a 12 V system), 
or 22 V (24 V system), etc. System controls and inverters 
usually include a “low voltage disconnect” (LVD) function. 
If you have DC loads connected directly to the batteries 
without LVD, you are asking for trouble. It's better to 
lose power than to squeeze out another watt-hour and 
damage your batteries. Metering is vital here, because if 
you wait for the inverter to shut down or the lights to go 
dim, it’s already too late—batteries will likely have lost a 
portion of their capacity and life expectancy. 

Finally, flooded batteries need to be equalized at least 
four times a year. Exactly how often depends on several 
factors, including the size of the battery bank in relation to 
your charging sources and the average depth of discharge 
during cycling. During normal battery discharging/charging, 
the individual cells of each battery will stray from a 
common and consistent cell voltage. Equalization can be 
thought of as a controlled overcharge of the battery bank 
that serves to both equalize cell voltage, and provide an 
aggressive and necessary mixing of the battery electrolyte. 
Equalization charging can be done with your PV system if 
your array is large enough, or with an engine generator or 
the grid. Most PV charge controllers and inverter—chargers 
have battery equalization functions. 


grid electricity. But adding more PV and battery storage 
to meet this load could mean an investment of several 
thousand dollars! Or, without upgrading your system, this 
would require frequent generator backup (especially in 
winter). The same blunder also happens when a resident 
decides it's trivial to leave a coffee maker or large TV on 
all day. Even low power loads will add up if they’re running 
24/7. \When people don't accept this reality, they overdraw 
their energy account, and often blame the batteries. 
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Warning! 

Electrolyte in flooded lead-acid batteries is an acid 
solution. It will burn eyes and skin, and eat holes in 
clothing. When working around batteries, wear goggles, 
gloves, and old clothes. Keep baking soda at hand to 
neutralize acid spills, but never allow any of this alkaline 
solution to get into the battery. This will diminish the 
strength of the acid and reduce the battery’s capacity. 


Gassing (bubbling) of hydrogen and oxygen is a normal 
occurrence, especially during final, or heavy, charging. 
This gas is potentially explosive, so keep sparks or flames 
away from batteries. 


Batteries can produce thousands of amps if a direct short 
occurs. Be very careful when working with metal tools 
around battery terminals. If you do not feel competent to 
install or maintain your battery bank, do not hesitate to 
hire an experienced professional. 


Love Your Batteries! 

If I had more pages, and I could show the Top 40 blunders, 
from transportation nightmares to eye injuries to divorce. The 
lesson: Accept professional advice and service. 

Lead-acid batteries are an old but durable technology. They 
are about 80 percent efficient at releasing stored energy—few 
high-tech storage systems come close to that efficiency—and 
they rarely fail suddenly. With good management, you'll 
know when to replace them before they let you down. And 


even then, they are fully recyclable. Give your batteries what 
they need, and your batteries will do the same for you. 


Access 
Windy Dankoff ¢ windy.hp@mac.com 


Other Resources: 
Frequently asked questions and answers about batteries ¢ 
www .batteryfaq.org 


“Batteries: How to Keep Them Alive for Years & Years...” 
by Windy Dankoff in HP69 


“What is a Charge Controller?” by Windy Dankoff in HP72 


Using the TriMetric (or other battery system monitor) to Maintain 
Your Battery System 
www bogartengineering.com/UsingTriMetMaintain.pdf 


Thanks for contributions and photos from: Allan Sindelar 
& Mark Drummond, Positive Energy, Santa Fe, NM; Nick 
Lucchese, Sierra Solar, Grass Valley, CA; Roy Butler, Four 
Winds Renewable Energy, Arkport, NY; Ray Walters, 
SolarRay, Taos, NM; Tom Elliot’s Alternative Energy 
Information Center, Cover Mountain Ranch, CO; Matt 
Lafferty, Universal Energies Inst., San Francisco, CA; Jamie 
Surrette, Surrette Battery Co. Ltd., Springhill, NS, Canada; 
Joseph Marino, DC Power Products, Healdsburg, CA; Phil 
Undercuffler, Conergy Inc., Santa Fe, NM; Todd Cory, Mt. 
Shasta Energy Services, Mt. Shasta, CA; Richard Perez & Joe 
Schwartz, Home Power magazine 


MwA, 


reg: $169.95 
sale: $149.55 
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Fluke 112 
Digital Multimeter 


* True RMS 

¢ Large Backlit LCD 
* Min/Max/Data Hold 
* 3-Year Warranty 


reg: $299.95 
sale: $274.95 


Fluke 336 
AC/DC Current Clamp 
Digital Multimeter 


"reg: $99.00 


¢« Measures AC/DC Current sale: $89.95 


* Full-Featured DMM 
* True RMS 

¢ Display Hold 

* 3-Year Warranty 
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Test Equipment Depot 


Fluke 87-5/E Industrial DMM Combo Kit 


Fluke 62 Non-Contact 
Infrared Thermometer 


Laser 
Sighting 


www.testequipmentdepot.com/hor 


AN 


Includes: 

* Fluke 87-5 True RMS DMM 

* Accessories for Electrical & 
Temperature Measurement 

* Hard Case 


Kill-A-Watt Electricity Usage Monitor 
Displays Volts, 
Amps, Watts & 
Cumulative 
Kilowatt-Hours 


Complete Line of 
AC/DC Electrical 
Test Equipment 


* Digital Multimeters 

* Clampmeters 

* Power Analyzers 

* Battery Testers 

* Environmental Testers 
* Oscilloscopes 

* Dataloggers 


reg: $39.00 


sale: $29.95 Extensive Online Catalog 


& Instruments For Success 


SO 


781.665.1400 | 800.517.8431 | Fax: 781.665.0780 | Email: sales@testequipmentdepot.com 
http://www.testequipmentdepot.com/homepower 
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e Solar Hot Water www.solar Call for our 


e Biodiesel 


e Solar Home Design Principles ONLINE COURSES: 2006 

e Designing & Building Natural Homes PV Design Catalog 

e PV Lab Week Sept. 5 - Oct. 13 

e PV Design & Installation Oct. 30 - Dec. 8 

e Advanced Photovoltaics Advanced PV 

e Solar Water Pumping Sept. 11 - Oct. 20 

e Utility Interactive Photovoltaics ; 

e Intro to RE Solar Home Design 

e PV Industry Week Sept. 5 - Oct. 13 

e Residential Wind Power Over 20 years 
e Micro-Hydro Power “Pound for pound, the best Experience 
e Successful Solar Business renewable energy course you in Education 


can invest in.” 


- PV Design & Installation 
Workshop participant, 2006 


e Intro to Straw Bale Construction 

© Solar & Radiant Heating 

e Women’s PV Design & Installation 

© Renewable Energy for The Developing World 
e Plaster for Natural Homes 

e Sustainable Building for The Developing World 
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sei@solarenergy.org 


www.solarenergy.org 
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* Simple “plug and 
play” installation 
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RENEWABLE ENERGY DEGREE 


TWO YEAR A.A.S. DEGREE OR ONE YEAR CERTIFICATE PROGRAMS 
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SAN JUAN COLLEGE, FARMINGTON, NM 
PLEASE CONTACT: TOM MUNSON 


info@mormingstarcorp.com 
www.morningstarcorp.com 


(505) 566-3003 OR (800) 241-6327 


= munsont@sanjuancollege.edu 


TECHNOLOGIES 


ELECTRO AUTOMOTIVE 


Electric Car Conversions Since 1979 
Books —@= Videos —@= Kits —@= Components 


—&= Catalog Send $6.00 for our catalog, or visit our web site. 


—Z&= "Convert It" We wrote the book on electric car conversions - literally! 
Send $30.00 postage paid for this hands-on how-to conversion manual, 
written in plain English for the home hobbyist mechanic. 


—<Z= Conversion Kits Complete custom bolt-in kits for the VW Rabbit 
and Porsche 914, or a universal kit for other small cars and light trucks. 


—é= Web Site Visit our web site for our complete catalog, price list, 
gallery of conversions, and extensive conversion information section. 


P.O Box 1113-HP, Felton, CA 95018-1113 +44 831-429-1989 
WWW.ELECTROAUTO.COM ELECTRO@CRUZIO.COM 
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The author downloads performance data from a portable solar-electric system on the McMurdo Ice Shelf in Antarctica. 


Using datalogging systems to measure 
the performance of renewable energy 
(RE) systems over time can yield critical 
information for users and designers. 
Whether you are trying to optimize your 
energy use or decide on the best way to 
enlarge your system, datalogging can 
help by identifying how much energy 
you are collecting and using, and at 
what times. 


The problem is that some datalogging systems can cost 
as much as the RE system itself. But I’ve developed an 
inexpensive approach for datalogging small RE systems. The 
final cost of these setups can be less than US$220, far below 
any equivalent on the market. 

Joe Yarkin, an RE specialist, and I, a field science technician, 
became interested in RE datalogging while designing 
portable solar-electric (photovolatic; PV) systems for use 
in remote areas of Antarctica. These systems are cleaner 
and safer alternatives to small, fossil-fueled generators, and 
we needed to gather data on their performance to evaluate 
system size, load size and usage timing, panel orientation, 
and component operation. 


Paired with a customized suite of sensors, a tiny datalogger like 
this HOBO H8 becomes a powerful tool for data gathering. 
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Datalogging Basics 

A typical datalogging system includes a recording device 
and a suite of sensors that convert measurements such as 
current, voltage, and temperature into small direct current 
(DC) voltages readable by the recording device. Typical 
dataloggers can only read a limited range of DC voltages, 
so a complete datalogging system requires sensors that use 
a calibrated scaling factor to reduce the measured value to 
a recordable voltage within the datalogger’s range. When 
the users download the data from the recording device, they 
convert the recorded voltages back into the measured value 
using the same calibrated scaling factor. 

Building an entire datalogging system from scratch would 
be very difficult due to the complexity of the datalogger 
itself, so we decided to purchase a commercially available 
datalogger and then custom-build our own suite of sensors. 
We found that the available dataloggers varied in their 
measurement range, accuracy, memory capacity, power 
supply, and price. 

For our system, we chose the Onset Computer Corpora- 
tion’s HOBO H8& series datalogger because it is small and 
inexpensive, and can store more than 32,000 measurements. 
The HOBO can simultaneously measure and record four 
separate DC voltages ranging from 0 to 2.5 volts (V), at 
time intervals of 0.5 seconds to 9 hours. Although the 
HOBO requires a computer connection for configuring and 
downloading, it does not require any external computer or 
power connections when it is logging data. Users communicate 
with the HOBO through a Windows- or Macintosh-based 
computer that is running a simple interface program supplied 
by the manufacturer. 

The major challenge in building our datalogging system 
was finding sensors that would convert typical RE currents and 
voltages into the small DC voltages that the HOBO can read. 
Although sensors for measuring alternating current (AC) and 
temperature were available from Onset, the lack of sensors for 
DC amperage above 20 milliamps (mA) or voltages above 2.5 V 
led us to develop several of our own sensors. 


Sensor Development 

The first sensor that we developed reduced a typical stand- 
alone RE system voltage of between 11 and 15.5 volts DC to 
the 0 to 2.5 volts DC range of the HOBO. Although there are 
several methods for reducing DC voltage, we used a voltage 
divider network that uses a couple of resistors wired in series. 
Despite its simplicity, this voltage divider circuit converts 
RE system voltages accurately, and can be easily adapted to 
system voltages up to 48 VDC nominal. (You can find more 
information on the design of a voltage divider circuit in any 
introductory electronics text, one of which is listed at the end 
of this article.) 

Developing the second sensor, which allowed the HOBO 
to measure DC amperage, was more difficult because we had 
to adapt a shunt resistor for use with the HOBO. Precision 
shunt resistors are often used for measuring direct current 
because they develop a small sensible voltage, or “voltage 
drop” that is proportional to the current through the resistor. 
The voltage drops associated with common shunt resistors, 
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Datalogging System 


PV Modules: 
Two BP 30W 


Charge 
Controller: 
Morningstar, 


Batteries: 
Two Deka, 


Inverter: 
Samlex, 300 W 


Sensor: 
DC output 
current 


Sensor: 
Battery 
temp. 


Input 
current 


Sensor: 
System 
voltage 


Datalogger: 
Onset, HOBO H8, 4 channel 


Note: Overcurrent protection 
not shown 


however, are too small to be accurately measured by the 
HOBO, so we needed a simple integrated circuit to amplify 
the minute voltage drops. This shunt and amplifier circuit can 
be adapted to a wide range of currents using a few resistors 
and some basic algebra. For design details, download the 
MAX472 component datasheet from www.maxim-ic.com. 
The last step in developing our sensors was calibration, 
or determining the mathematical relationship between the 
measured value and the voltage that the HOBO recorded. 
We found this relationship by simultaneously measuring 
the quantity of interest (for example, a DC amperage) with 
both the HOBO sensor and an accurate digital multimeter. 


Voltage Divider 


Resistor: Fuse: 
30 mA 


Resistor: 


60 Ka 10 Ka 


To Battery 
Positive 


To Battery 
Negative 


To HOBO 
Positive 


To HOBO 
Negative 


Current Sensor 


Shunt Resistor: 
0.005 Q 


To Battery To Measured 
Positive Resistor: Resistor: Circuit 
100 2 100 2 
Integrated To HOBO 
Circuit: Positive 
MAX472 
Resistor: 
4 Ka 
To Battery 
Negative To HOBO 
Negative 
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The mathematical relationship between the actual value, 
as measured by the multimeter, and the small DC voltage, 
measured by the sensor and HOBO logger, was our scaling 
factor. For example, if the HOBO measurement was 1.00 V 
and the actual multimeter measurement was 5.0 A, the scaling 
factor is 0.20 V per A. 


Installing the Datalogger 

Having developed the necessary sensors, we connected the 
datalogging system to our portable solar-electric system 
and continuously measured system voltage, input current, 
output current, and battery enclosure temperature for two 
weeks. The system included two BP Solar 30 W PV panels, 
a Morningstar charge controller, two Deka 30 AH gel-cell 
batteries and a Samlex 300 W inverter. The schematic on 
the previous page shows the locations of the HOBO sensors 
relative to the system components. 

The tests took place in West Antarctica during the Southern 
Hemisphere summer, so the system was operating in twenty- 
four hours of daylight, with temperatures ranging from -10°F 
to 20°F (-23°C to -7°C). The HOBO took measurements every 
three minutes on all four channels (input current, output 
current, voltage, and temperature), and we periodically verified 
the accuracy of the HOBO’s measurements with a multimeter. 


The custom current-sense circuit wired to a shunt, which is 
inserted into the circuit. 
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Analyzing the Data 

After downloading two weeks of data from the HOBO, we 
used a spreadsheet to reduce and graph it. Graphs of solar 
input current, load current, and voltage showed us that 
our solar-electric array and battery bank were adequately 
sized for the test loads, and that the charge/load controller 
and inverter were functioning properly at a wide range of 
temperatures. 

Because our system used a small PV array (60 W) for 
battery charging, the graph of DC input to the inverter also 
showed us that our inverter was consuming between 10 
and 40 percent of the available solar energy, even when it 
was producing no AC electricity. This result suggested that 
we needed to devise an easy way to switch off the inverter 
when it was not in use, to reduce its idle draw on the small 
RE system. 

The numerical data from the logger was very useful 
because it allowed us to calculate that our solar-electric array 
gathered 450 watt-hours (WH) of energy per day in full sun 
and 250 WH in overcast conditions. Based on this, we gave 
the users of our systems guidelines for how many hours per 
day they could run laptop computers, radios, satellite phones, 
and battery chargers. 


Data Collection Costs 


Item Cost (US$) 

HOBO H8 datalogger $85 
2 Shunt resistors 39 
3 DC voltage input cables 32 
Temperature sensor 27 
HOBO BoxCar software 14 
2 MAX472 amplifiers 10 
Resistors, circuit boards, wires, solder 10 

Total $217 
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Future Applications 
The results of our two-week test showed that, under typical 
Antarctic conditions, our solar-electric system operated 
properly, and our datalogging system accurately recorded 
voltages, currents, and temperatures. These results will help 
expeditions using such systems to plan their energy use. 
After completing this project, we are convinced that 
the design and construction of an RE datalogging system 
is well within the financial and technical reach of many 
RE users. These datalogging systems can be adapted to 
measure many more RE system parameters than we have 
mentioned here, including solar irradiance, wind generator 
input, wind speed, and inverter efficiency. As a simple, 
adaptable, and inexpensive device, a datalogging system will 
be useful to any RE user who wants to improve an existing 
system, troubleshoot a faulty system, or simply enhance 
understanding of a system’s dynamic operation. 


Access 
John Lyons, 65 Valley Rd., Allendale, NJ 07401 
206-914-7865 * semeitau@yahoo.com 


Joe Yarkin, 7330 SW 248th, Vashon, WA 98070 ¢ 
206-463-0007 © solarjoe@gmail.com 

United States Antarctic Program, Office of Polar Programs, 
Rm. 755, National Science Foundation, 4201 Wilson Blvd., 
Arlington, VA 22230 ¢ 703-292-8030 © Fax: 703-292-9081 
dfriscic@nsf.gov ° www.nsf.gov/od/opp/antarct/usap.jsp 
Equipment Manufacturers: 


Deltec © 562-926-2304 © www.deltecco.com ® Precision 
shunt resistors 


Digi-Key ¢ 800-DIGIKEY or 218-681-6674 ¢ 
www.digikey.com ¢ Electronic components 


Maxim Integrated Products Inc. ¢ 408-737-7194 ¢ 
www.maxim-ic.com ¢ Current-sense amplifiers 

Onset Computer Corp. ® 800-564-4377 or 508-759-9500 
www.onsetcomp.com * HOBO dataloggers 

Other Resources: 

“Measuring Energy Usage for Inverter & Battery Bank 


Sizing,” Mark Patton in HP76 e A good introduction to the 
HOBO datalogger 


Practical Electronics for Inventors, by Paul Scherz, 2006, 
Paperback, 704 pages, ISBN 0071452818, US$39.95 from 
McGraw Hill ¢ 800-262-4729 or 609-426-5793 ¢ 
www.books.mcgraw-hill.com 


PC Software for Sine Inverters 
Sue WinVerter™ 
—" 
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Certified Energy Practitioner 


Solar PV Installer Certification 


Benefits for PV System Installers... 


¢ National recognition as PV industry expert. 
¢ Many consumers look for qualified installers with credentials. 
¢ Helps installers keep current in latest technology and installation issues. 


Benefits and Information for Consumers... 


¢ Provides confidence that PV system will operate safely and to system specifications. 

¢ NABCEP Code of Ethics stresses consumer protection and professional level of service. 
¢ Navigate to: www.nabcep.org to locate NABCEP Certified installers near you. 

¢ Program details are located within Candidate Information Handbook at: www.nabcep.org 


Solar Thermal Installer Certification 
The Solar Thermal Industry’s Distinguishing Credential 


¢ Certification is for experienced solar hot water and pool heating installers. 

¢ Wide range of experienced solar thermal industry professionals created requirements. 

¢ Anticipated growth in solar thermal installations requires competent installers who 
demonstrate proficiency in the trade. 

¢ Same NABCEP Code of Ethics applies to Solar Thermal Certificants. 


Email psheehan@nabcep.org or call (518) 899-8186 for more information or questions. 
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e Brushless permanent magnet design 
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ENERGY SYSTEMS & DESIGN, LTD. 
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No Power? No Problem! 


There is more to a working renewable 
energy system than a cheap deal ona 
pile of hardware. 


We Provide: 


Complete service. We do solar, wind, microhydro and 
pumping systems. Load analysis, site survey, system 
design, sales, installation, user training, and tech 
support long after the warranties expire. We live on 
renewable energy, have 20 years of experience, and 
have established over 500 systems. We specialize in 
NEC ® compliant, safe systems that will make your 
Electrical Inspector smile! 


Equipment for DIY. We offer reasonable deals and 
technical reality checks. Why settle for a packaged 
system when you can have yours custom designed by 
an expert? 


Your best resource is a local pro. Tap into our network 
of qualified, competent Electron Connection associates 
across the country. 


Going into the Biz? Why talk to a "sales technician" 
when you can talk to an electrician? We KNOW what 
works and how it works. We offer technical support, 
system design help, prompt shipment, fair Buns 
and NO BULL. Local referrals always. Electrical _ 
competence required, 
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in Solar Hot Water 
Efficiency 


Jeffrey Beeman 
©2006 Jeffrey Beeman 


Ves I was a kid, let’s say a few decades before the twenty-first 
century, my friends and I were always messing around with 
i\ stuff. Chemistry sets, model rockets, lawn mower engines, 
gunpowder...and none of these things were ever quite used as they 
were intended. Improvisation and wild entertainment were the goal 
of the day. I’d never let my kids do the stuff we did back then, and I’m 
happy that we made it into adulthood with all our fingers and toes. 
Now that I’m in the “zenith of life,” my motivations and sensibilities 
have changed quite a bit, but there seems to be a nugget of that same 
kid spirit that just powers on. I guess it’s this passion to “tweak the 
status quo” that got me messing about with my hot water system. 


home power 114 / august & september 2006 


In June 2003, my family installed a state-of-the-art, 
pressurized, glycol-loop solar hot water system on our house. 
The system diagram shows the setup. At the time, two 4- by 
10-foot (1.2 x 3 m) collectors, a 119-gallon (450 1) preheat tank, 
a solar-powered glycol pump, and a thermosyphon heat 
exchanger all just sounded too cool to resist. This baby ran 
all by itself, without any complicated controls or 120 VAC 
electrical connection. All I had to do was install the system, 
live my normal life, and take as many hot baths as I could 
stand while the system took complete care of itself. 

Unfortunately, this utopia came to a halt on day two of 
operation, when the pump up on the roof started to make 
a funny kind of squeal, and we started to see steam coming 
from the relief valves up on the panels. This was somewhat 
distressing to say the least, and I started to think about all the 
great steam-engine catastrophes I had ever read about. 

Not only that, but my wife Carlene was giving me “the 
eye,” which meant, “You spent all this money and it doesn’t 
work?” I called my dealer-installer, who quickly came out, 
recharged the glycol loop, bled the system of all air, and got us 
up and running again—for about two weeks, anyway. 

Eventually, the system halted again. My diagnostic bet 
was on the poor positioning of the pump in our system, at the 
very highest point of the entire glycol loop. If any air bubble 
whatsoever blipped its way through the system, it would 
eventually travel to this high point and cause the pump to 
lose its prime. 

After several calls to the manufacturer of the system and 
our installer, I guilt-wrangled a new Grundfos 120 V pump 
and a conventional differential thermostat control box» The 
Grundfos was positioned on the return line of the glycol 
loop (at the low point.in our system, down in our garage) 
and my hot baths and self-satisfaction returned. For a few 
more weeks, anyway, until that little “tweaking voice” 
started to whisper in my ear again. 
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Two 4- by 10-foot thermal collectors (behind PV array) face due 
south on a west-facing roof. 


Instinct Takes Over 

“Now what?!” Carlene exclaimed with a glint of impatience 
in her eyes. I was out in the garage climbing all over the 
solar tank with a gizmo in my hand, poking and probing 
here and:there: The gizmo.was a thermocouple meter, which 
is a very sensitive electronic thermometer that has a probe in 
the shape of a fine wire. I was checking the temperatures of 
the hot glycol solution coming from the roof, the cold glycol 
return, the cold water entering the heat exchanger, and 
the hot water being produced. “I don’t know...” I replied, 
“Something still doesn’t seem right.” 
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Thermosyphon System 
Performance 


200 


Temperature (°F) 


9:00 AM 11:00 AM 1:00 PM 3:00 PM 4:30 PM 
January 29, 2005 
Hot Glycol Cold Glycol 
Hot Water Cold Water 


On this particular morning, I was measuring 128°F (53°C) 
hot glycol entering the heat exchanger and 116°F (47°C) 
glycol coming back out, but I was only making 102°F (39°C) 
hot water from the 93°F (34°C) water at the bottom of my 
tank. I poked around like this for several days and took a few 
pages of notes. It seemed kind of lousytome that I,was only 
making 102°F water;when I had 128°F glycol coming from 
the roof. 

I called the manufacturer and told them all about my 
measurements and my concern that our system just wasn’t 
very efficient. I was told that “Yes, Mr. Beeman, you are very 
clever, but you simply don’t understand how these systems 
work. Are you getting 160°F (71°C) water at the top of your 
tank on a warm, sunny day?” “Yes,” I admitted, “but the heat 
exchanger doesn’t seem to be very efficient.” “Ah, well, Mr. 
Beeman, you simply don’t understand how these exchangers 
work either.” Maybe so, I thought, but I did understand how 
to search the Internet. 

Alittle poking around revealed apaper presented at the 1999 
American Solar Energy Society Conference. Researchers at the 
University of Minnesota (U of M) described several different 
styles of heat exchanger typically used on thermosyphon solar 
hot water systems, and predicted how these heat exchangers 
would perform under various conditions. 

Although the paper was based on a mathematical 
model, the authors predicted rather crummy thermosyphon 
performance for the exact style of heat exchanger that I had. 
The paper also showed that while there are more efficient heat 
exchangers on the market, the most effective way to boost 
these systems is to add a low-flow pump to the water circuit. 
What? This didn’t make sense at all! Several solar energy 
gurus report that thermosyphon systems are the best thing 
since sliced bread—there are no moving parts, they deliver the 
hottest water to the top of the solar tank, etc. It all made sense 
to me. Not so, said the researchers from U of M. 


Pump System 
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Next thing I know, I’m sitting on a stool in my garage, 
staring at my hot water tank like Rodin’s The Thinker. Sitting 
over in a corner, I notice the leftover parts from the original 
system configuration, including a little 10-watt El Sid water 
pump. Hmm. Isolate, drain, saw, solder, hook up—the El Sid 
practically leaped into my water circuit by itself! 


A computer logs data from.the solar hot water system’s 
final configuration using four thermocouple sensors. 
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Around this same time, I also purchased a four-channel 
thermocouple monitor from National Instruments that 
connects to the USB port of a computer. It reads four 
thermocouples simultaneously and dumps the data to my 
computer. It’s a very handy gadget when you have hot 
glycol, cold glycol, hot water, and cold water to measure. 
Now I can see exactly how the system works with the water 
pump on or off. 

The graphs show that the ultimate temperature of 
the solar-produced hot water is indeed higher for the 
thermosyphon system, given similar water starting 
temperatures and similar solar energy hitting the panels. 
They also show that the cold-water side is getting warm on 
the pumped system, indicating that the tank heats all the 
way to the bottom in this case. But how are we supposed 
to know which is more efficient? Enter thermocouple No. 5. 
(Yes, Iam in love with thermocouples.) 


Thermocouple Madness 

This time I purchased a thermocouple unit that’s 6.5 feet 
(2 m) long. I can lower it into the solar tank and read the 
water temperature at various heights in the tank before and 
after a day’s run. (If you don’t remove all of the pressure in 
the tank before trying this, you can blow steaming water all 
over your garage and totally crack up your kids.) 


The author checks the stratification of the solar tank 
with a 6.5-foot-long thermocouple. 
Daughters (and sons) make great dataloggers. 
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Temperature Gain 
by Circulation Type 


Temperature Stratification (°F) 


Thermosyphon 
Heat Exchanger Loop: 
Yields 32,000 Btu 


Pumped 
Heat Exchanger Loop: 
Yields 53,000 Btu 


I know that my tank is 119 gallons (450 1), and I know that 
the shape of the storage area is roughly an upright cylinder. 
With a little math, I can chop up the water column into 
1-foot (0.3 m) “slices,” figure out the average temperature 
perslice, and calculate the Btu that this represents. If I take 
the temperature-versus-depth readings in the morning 
and again in the evening, I’ve got the daily Btu harvest 
and can now compare the “pump on” and “pump off” 
configurations, right? 

Well...this is only partly true. Heat exchanger-based 
systems rely on temperature differential to transfer heat. 
The greater the difference in the temperatures between 
water and glycol, the more effectively the heat transfers. If I 
want to compare the two configurations fairly, I would have 
to start with exactly the same temperature stratification and 


A simple, handheld 
temperature 

meter with a 
fine-wire, Type K 
thermocouple is a 
great tool for quick 
diagnostics. 
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Tech Specs 


System Overview 
Type: Pressurized glycol with two-loop heat 
exchanger; glycol and water loops both pumped 


Location: El Sobrante, California 
Solar resource: 5 KWH per square meter per day 


Production: 2,700,000 Btu per month average 
(27 therms) 


Percentage of hot water produced annually: 
Approximately 70 percent 


Equipment 
Collectors: Two Heliodyne Gobi 410, 4- x 10-foot 
panels 


Collector installation: Roof, due south orientation, 
45-degree tilt angle 


Heat transfer fluid: Heliodyne Dyn-O-flo HD 


Circulation pump: Glycol pump, Grundfos UPS 
15-42F; Water pump, El Sid, 3 gom, 10 W 


Pump controller: Heliotrope Thermal, model 


DTT-84 


Storage tank: American Water Heater Company, 
model SE62-119R-045S, 119-gallon capacity 


Heat exchanger: Heliodyne HP HX SWCL 


System Performance Metering 
Thermometer: Omega HH11 thermal meter with 
Type K thermocouple, later switched to National 
Instruments four-thermocouple/USB interface, 
model NI USB-9161 


Flow meter: Letro 5 gpm sight glass meter 
(glycol side) 


Pressure: BCS pressure gauge, 160 psi max 


starting Btu (not to mention having exactly the same amount 
of solar energy shining on the collectors every time). Given 
these conditions, and the forecast of a clear, sunny week in 
January, I decided to put my tinkering to the test. 

During two consecutive sunny days, I isolated our solar 
tank from the house, and partially drained and refilled the 
tank. I started with an 83°F (28°C) average water temperature 
in the tank in “thermosyphon mode” the first day, and 89°F 
(32°C) average tank temperature in the “pumped mode” 
the second day. I also monitored the system with the four- 
thermocouple setup to make sure that the solar profile was 
similar for the two days (no cloud cover throughout the 
day, for instance). The diagram and graphs on the previous 


pages show the final tank stratification and Btu harvest in 
each case. The pumped system is the clear winner. 

Since making the measurements above, I have also 
mounted a snap switch on the hot glycol pipe. This little 
gadget, normally found on hot-air heating systems, closes 
an electrical contact when it senses a preset temperature. It 
opens again when the monitored temperature drops by 20°F 
(11°C) or so. 

This switch, in series with the system “turn on” signal, 
controls the El Sid water pump so that it only starts when 
the hot glycol is above 120°F (49°C). If we don’t use this, 
there is a slight chance (on a partly cloudy day, for instance) 
that the system will start the El Sid when the glycol isn’t all 
that hot. This would only serve to mix up the tank, ruining 
the nighttime stratification. 


The Bottom Line 

These results confirmed my suspicions (and the predictions 
from the U of M) that thermosyphon systems stratify nicely, 
but they are likely to be much less efficient than double- 
pumped systems. In addition, we have seen that our present 
system typically delivers a full tank of 130°F (54°C) water 
during a sunny winter day, which is plenty hot enough to 
fully heat our water, preventing the backup element from 
running. In the summer, we reach 160°F (71°C) or more, 


Beeman System Costs 


SDHW System Cost (US$) 
Installation $3,734 
2 Gobi 410 collectors 1,900 
American Water Heater Co. 1.260 
solar storage tank, 119 gal. : 
Heliodyne HP HX SWCL heat exchanger 450 
Misc. copper pipe, vent valves, three-way 350 
valves, etc. 
EI Sid, 3 gom, 10 W pump (for water) 205 
Heliotrope DTT-84 differential controller 150 
Antiscald valve 135 
Grundfos UPS-15-42F pump (for glycol) 130 
Heliodyne Dyn-O-flo HD 
propylene glycol, 4 gal. ae 
Total System $8,430 
Data Collection 
National Instruments thermocouple 395 
monitor 
Omega HH11 thermal meter 65 
Omega 5SC-GG-K-30-36 thermocouple 58 
Omega Type K thermocouple 29 
extension wire, 25 ft. 
Total Data Collection $547 
Grand Total $8,977 
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and since we now have a full 119 gallons of solar hot water 
during summer or winter, we can preheat over a greater 
number of subsequently cloudy days. 


(Almost) No End to Tinkering 

As time goes on, I find that I am continuing to mess with 
our system. The U of M article indicates that better heat 
exchangers are available, so we may try this upgrade next. 
I’m also working on software that can perform real-time 
efficiency monitoring so that I won’t have to constantly dip 
thermocouples into the solar tank. After the “production 
end” is as efficient as possible, I want to play with hydronic 
heaters in my house. We currently produce quite a few more 
Btu than we typically use, and our ultimate goal is saving 
natural gas, money, and reducing our production of carbon 
dioxide (CO,), not just producing hot water for the sake of 
hot water. Using some of the excess for home heating makes 
sense. For now, though, I’m quite happy with the cheap- 
but-effective improvements to date, and my wife, arms still 
crossed, seems to be finally showing a hint of a smile. 


Access 

Jeffrey Beeman, 5020 Santa Rita Rd., El Sobrante, 
CA 94803 © 510-243-6606 ¢ Fax: 510-243-6606 ¢ 
thehybridhome@yahoo.com 


Heliodyne Inc. (also Heliotrope Thermal) ¢ 510-237-9614 e 
www.heliodyne.com ¢ Hot water system manufacturer 


National Instruments Inc. * 888-280-7645 or 512-683-0100 © 
www.ni.com ¢ Computer-based test & measurement 
instrumentation 


Omega Engineering Inc. ¢ 800-848-4286 or 203-359-1660 
www.omega.com ¢ Temperature meter, thermocouples & 
thermocouple wire 


W. W. Grainger Inc. ¢ 847-535-1000 ¢ www.grainger.com ° 
Adjustable snap disc fan control switch, Therm-O-Disc, 
model 3F05-1 


“Comparison of Natural Convection Heat Exchangers for 
Solar Water Heating Systems,” by W. Liu & J.H. Davidson, 
proceedings of the 1999 American Solar Energy Society 
Conference, Portland, Maine, June 1999 e 
www.me.umn.edu/~weiliu/ms.html 


“Solar Hot Water Simplified,” by John Patterson in HP107 


HERMATCOHE 


Wood Stove 
Hot Water 


www.therma-coil.com 
Heating water while heating the home with renewable wood has been done for centuries and is now 
re-emerging as to substantially reduce monthly utilities cost and the reliance on limited 
fossil fuel supplies. 
Therma-coil is made of the highest quality stainless steel to let you safely and simply make a 
difference in your family's wallet as well as the planet. 


PO box 688, Browns Valley CA 95918 © 530-743-0908 
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SUNFRAME’ 


When it has to look great 


Ensure the visual appeal 
that you and your 
neighbors demand. 


SOLARMOUNT™ 
New options and accessories 


The most versatile mounting 
system in the PV industry 
continues to grow. 


SoLARMOUNS. 


Standing-seam solution 


The lowest possible 
installed cost with no 
rails or penetrations ona 
standing-seam metal roof. 


U-La 
The large array answer 


Low cost, installation ease, 
and code compliance are 
our standard. 


P2LEMOUNTS’ 


PV power anywhere 


The right rack sized to 
your needs saves you 
time and money. 


www.unirac.com 


505.242.6411 * 505.242.6412 fax 
1411 Broadway NE, Albuquerque NM 87102-1545 USA 


US. Des. Patent Nos. D496,2485, D496,249S. Other patents pending. 
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As seen in HP 90, pg 50 
and HP 103 pg 72 
Dealer Inquiries 


q |*< Prose 


Energy Efficient 
Refrigerators & Freezers 


Customized To Fit Your Needs 


>» Available in DC 
or AC 


SS = <a > Select From Over 
Reliable * Quiet * Rugged * Elegant 10 Models 
Solar Wind Works 


~ Proven USA Distributor ~ 


Chris Worcester, NABCEP Certified PV Installer HPP 
CA Contractor's License: #796322 
ps 
NV Contractor's license: #59288 ft. 


> Choose from 
1000’s of Colors, 
Finishes & Woods 


We also Manufacture 
Sour Pe ) Composting Toilets! 
- Renewable Energy Power Systems ee 
e Sales—PV, Wind, & Microhydro 
¢ Design—Off-Grid or On-Grid “ 
¢ Installation & Service kaa = 


Toll Free! 877-682-4503 
PO Box 2511, Truckee, CA 96160 
info@solarwindworks.com ¢ www.solarwindworks.com 


Please Contact Us For More Info 


P.O. Box TIOI, Grcata, CG 95518 
tel: (707)822-9095 = fax: (707) 822-6213 
info@sunfrost.com = www.sunfrost.com 


Your New Favorite 
Shirt Is Here. 


in 100% organic cotton 


Sizes: S, M, L, XL, XX 
$ S&H: US—$2, Can—$4, Other—$5 
J = 


Cool Cells™ 


~ Phone: 800-279:6342" 
Fax: 505-243-5187 i te: Background photograph 


nee : www.home ower.com/shirt3 
Website: www.zomeworks.com ee Solar 800~-707-6 %, Or 541-512-0201 
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Linear Current DC Sttery Linear Voltage Generator 
Boosters Autotransformers Desulphators Boosters Starters 
Increases Solar Pump Bi-Directional DC-DC Extend: Keeps a Constant Battery || Starts / Stops Gensets based 
Performance Converter oils Voltage to your Equipment on Battery Charge 

*12/24V @7 amps + Battery Balancer / Equalizer || + Recovers Sulphated Batteries | | + Charge a Battery from a * Single unit 12 to 48 V 
*MPPT 7 * Converts Battery Power to * Single unit 12 to 48 V Lower Voltage Battery or PV + Controls any Generator 
* Voltage Limited Different Voltages + Adjustable Pulse Strength + Water Pump Booster and * Temp. Compensated 
+ Fused Output * Up / Down Converter Controller 


* Voltage Controlled Switches 


* MPPT Power Tracker™ Charge Controllers 
* Solar Lighting Controllers 


AES©--- Cathodic Protection Controllers 


Please visit www.solarconverters.com for MORE products and details 
C1-199 Victoria Road S., Guelph, ON, N1E 6T9, Canada Phone: 519-824-5272 Fax: 519-823-0325 E-mail: info@solarconverters.com 


The biggest sustainability 
event in the South! 
Renewable Energy 

Green Building 

Water Use & Reuse 
Energy Efficiency 
Organic Growing 
Alternative Fuel Vehicles 

Green Products for Sale «Lectures 


Exhibits « Demonstrations 
Family Activities « Organic Food « Music 


Sept. 22-24 
downtown Fredericksburg, TX 


877-3ROUNDUP email:ROUNDUP@txses.org www.TheROUNDUP.org 
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book review 


The Good House 


Book A Common-Sense Guide 


to Alternative Homebuilding 


Reviewed by Laura Bartels 
©2006 Laura Bartels 


label a house by naming the main material used, such 

as a “straw bale” house or a “cob” house. Accordingly, 
most new books in the natural building arena often focus on 
a single material. In The Good House Book, author Clarke Snell 
implements a useful and noteworthy strategy for discussing 
natural building and takes a comprehensive view of a house 
as “a building designed to sustain human life.” 

Instead of being organized topically by the many natural 
building materials covered, Snell chooses to “look at the 
problems buildings are solving and to lump similar solutions 
together.” Chapter titles such as “Structure,” “Temperature,” 
“Separation,” and “Connection” serve as examples of how 
the author considers the important roles our houses play 
in sustaining us—protecting us from the elements, while 
connecting us to the natural cycles that support life. 

Snell has clearly done his homework on the variety of 
issues and discussions related to designing and building 
“alternative” houses. He provides clearly written overviews 
of foundations, walls, roofs, water, and energy and waste 
systems. Materials—from historic to modern, conventional to 
alternative—are compared and evaluated. Snell also provides 
interesting sidebars on such varied topics as the ancient 
technology of Roman concrete, Baubiologie, tensile fabric 
structures, and urban sustainability. 

More than 300 photos, many taken in places such as 
Mali, Thailand, Tibet, Jordan, and Vietnam, help share a 
traditional perspective that Snell uses to compare both 
modern and alternative building approaches in each section 
of the book. With examples of native and modern design 
approaches, materials, and creative detailing, the photos 
also guide the reader on a journey from how houses have 
been built and how they are being built to how they could 
be built. Very clear illustrations throughout the book depict 
useful information, such as how various foundation styles 
function and how different systems can be combined to 
make a “hybrid” house. 

In Chapter 7, “Six Approaches to a Good House,” Snell 
shares interviews and abundant photos from different owner- 
built projects from the across the United States. Although he 
acknowledges that the projects don’t necessarily represent the 
most natural approaches or sustainable choices, he suggests 
that what matters most is using examples like these to learn 
to ask the right questions. The book also describes a few 
concepts that are already outdated, such as using internal 
rebar pinning in straw bale walls. Keep this in mind as you 
plan and design your good home. 


I t is common for natural builders and homeowners to 


A NATURAI 
HOME .goox 


A Common-Sense 
Guide to Alternative 
Homebuilding 


SOLAR +« STRAW BALE - COB +» ADOBE + EARTH PLASTER « & MORE 


Snell says that for him, “alternative building [is about] 
how you are, how your land is, and how the two can 
come together.” Having built his own passive solar house, 
and having worked at the Center for Maximum Potential 
Building Systems in Austin, Texas, building the Green Builder 
Demonstration Home, Snell speaks frankly from his own 
experiences throughout each chapter. At the end of the book, 
he says that “the paradox of building a house is that you have 
to remain grounded in reality while dreaming...It’s the dance 
between these two poles that ultimately will lead to what will 
truly be your good house.” 

In your journey towards building a home, wandering 
through the pages of this book will help you navigate your 
own path. Snell’s goal in writing this book was “to simply 
help you start thinking about things that will lead you toward 
a good house.” And that he does. 


Access 

Laura Bartels, GreenWeaver Inc.—Sustainable Building, 
Consulting & Education, PO Box 912, Carbondale, CO 81623 
970-379-6779 ¢ Fax: 970-963-0905 e 
laura@greenweaverinc.com * www.greenweaverinc.com 


The Good House Book: A Common-Sense Guide to Alternative 
Homebuilding, by Clarke Snell, 2004, Paperback, 240 pages, 
ISBN 1579902812, US$19.95 from Lark Books ¢ 

800-284-3388 © www.larkbooks.com 
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Unless the a> is solar panel performance 
SANYO's solar panels produce more power per sq foot (up to 15.8W Ft?) and 


BZ Products Model MPPT250 
Solar Panels « Wind Turbines « DC Lighting 250 watt 25 amp Maximum Power Point Solar Control 


Boost charge current up to 30% 
Up to 25 amp output current 
Microprocessor control 
95 % efficacy 
¥ 250 watt PV input 
3 12 to 24 volt input 
Digital metering 
Os PWM float control 
nN Pa Battery temperature sensor 
standard 
15 amp low voltage 
Alaska Battery Anchorage, AK ph: 907-562-4949 fax: 907-563-4900 disconnect standard 
Distribution Center Renton, WA ph: 425-251-5745 fax: 425-251-5748 ° Aux battery trickle charger standard 


e Five year warranty 
Made in U.S.A. 


Alternative Energy & Remote Power 
2130 Van Horn, Fairbanks, AK 99701 
toll free: 800-235-0689 fax: 907-451-1949 


(®) ABS Alaskan, Inc. 
. 


BZ Products, Inc. 


314-644-2490 * www.bzproducts.net * bzp@bzproducts.net 
7614 Marion Ct., St. Louis, MO 63143, USA 


Off the Grid Power Choice. 


DEKA SOLAR — Renewable Energy Batteries 


Whether you choose sealed Gel/AGM or flooded batteries, 
Deka Solar is the industry leader in technologically 
advanced, environmentally conscious battery solutions. 


Off the grid power demand is the most difficult ctintem. 
battery application and that is why = 
Deka Solar batteries were chosen for 


this home. Fal — 


Make Deka Solar your choice too! 


PROVEN PRODUCT IN DEMANDING PHOTOVOLTAIC APPLICATIONS © U.L. RECOGNIZED COMPONENTS © COMPETITIVE WARRANTY © MADE IN THE U.S.A. 


DOMESTIC INQUIRIES: EAST PENN _inteRNaTIONAL INQUIRIES: , 
y— 800-372-9253 © www.mkbattery.com | manufacturing co. ine. 610-682-3263 © www.dekabatteries.com 
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Gonergy 


a 


wee pa rt ler for Solar 
Soma Wind Solutions 


Call today 
to receive 


5% off 


your first 
~\ Co nergy order.* * Restrictions apply: Maximum 


discount $500. Does not 
apply to Solar Panels. 
Qualifying dealers only. 
Offer expires 12/31/06. 


Conergy, one of the world’s largest renewable 
energy companies is your partner for on-grid and 
off-grid solutions including solar electric, solar 
thermal, highly efficient solar water pumps, and 
small wind power systems. We offer innovative 
products created by our team of 300+ product 
engineers and products from leading industry 
suppliers. In addition to a wide selection of 
products, we offer key business and operational 
services to keep your business growing. 


Premium service 


Excellent customer care 
Wholesale-only policy 
Outstanding technical support 
Innovative financing programs 


Best order fulfilment rate and responsiveness 
in the industry 

| DealerNet - 24/7 product lookup, ordering 
capability, and account management 


For further information, to become a Conergy 
Partner, or for referrals to qualified installers 
in your area visit www.conergy.us or call 


toll-free (888) 396-6611 cone RGY 
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“This course was excellent. | will 
Adva nced definitely recommend it to others 
SoM EOleayA0) interested in PV design. The electrical 
PV INeNAlcienD)-leutiey == information | gained from the course 
3 is priceless.” 
Online - Bill Brady, PV Design Online 2005 
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Online 
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Global warming and dwindling oil and gas reserves remind us that we are 
approaching the end of the fossil energy road. But how can we prepare for the 
unavoidable end of the fossil fuel era and meet our energy needs sustainably, 
without using more energy than nature can provide indefinitely, and without 
leaving waste that nature cannot assimilate? 


In a sustainable future, solar energy, wind, running water, 
geothermal heat, and biomass will become the only viable 
energy sources. Energy will become a precious commodity 
that will have to be distributed to consumers with the highest 
efficiency, and used intelligently to provide maximum comfort 
and services from every energy unit harvested and delivered. 
The efficient use of energy and its conservation will become 
the cornerstones of this sustainable energy future. 

However, there seems to be no clear picture of the 
sustainable economic mix of energy sources, energy 
distribution, and energy demand. The future will most likely 
not be based on a one-to-one replacement of fossil fuels by 
renewables, but will rely on a more complex substitution of 
processes involving physical and chemical energy carriers. 


It would take twenty-two trucks carrying hydrogen to transport 
the same energy contained in one gasoline tanker truck. 


Renewable energy will be harvested mainly in the form of 
electricity—direct current (DC) from photovoltaic arrays, and 
alternating current (AC) from rotating generators powered 
by wind and water, or steam turbines that convert geologic 
or solar heat into electricity. Solar heat will also be used for 
water and space heating. Biomass from plants and organic 
refuse will become feedstock for liquid biofuels. So how does 
hydrogen fit into this energy equation? 


Hydrogen—Just Hype? 

Just as it was in the 1920s, the ‘50s, and again in the ‘70s, 
a hydrogen energy future is offered as a solution. But today’s 
hydrogen promoters have joined journalists and lobby groups 
to convince politicians to fund extensive programs—at the 
expense of ignoring other readily available and proven 
renewable energy (RE) technologies. 

Hydrogen is not a new energy source, but rather an 
energy carrier—like water in a hydronic heating system or 
electrons in a copper wire. And this energy has to come 
from somewhere. In a sustainable energy future, hydrogen 
will be produced mainly by the electrolysis of water. But to 
carry the energy equivalent of 1 gallon (3.8 1) of gasoline, 2.4 
gallons (9 1) of water are needed to yield 2.2 pounds (1 kg) of 
hydrogen. To satisfy all present transportation energy needs 
of the city of Los Angeles with hydrogen would double the 
water consumption rate of the city and require the continuous 
output of the equivalent of about 100 nuclear power plants. 


Energy Losses 

All energy conversion processes are associated with energy 
losses. The highest losses occur when chemical energy (coal, oil, 
natural gas, or hydrogen) is converted to physical energy (elec- 
tricity, motion, pressure) in power plants or internal combustion 
engines. Those efficiencies can be far below 50 percent. 
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When physical energy is stored in a chemical energy 
carrier, the losses are equally significant. The electrolysis of 
water is a good example. The hydrogen produced carries much 
less energy than the energy required to separate it from water. 

Promoters of a hydrogen economy argue that hydrogen 
also can be produced from natural gas or biomass. In both 
cases, chemical energy is converted into hydrogen energy 
with the help of heat obtained by burning fuels. But again, 
when the original energy content of the fuels is considered, 
hydrogen carries much less energy, compared to what was 
required for its production. The high losses of hydrogen 
production might be tolerable if the distribution of the energy 
carrier was much more efficient than energy distribution by 
electricity. However, this isn’t the case. 


Hydrogen & Distribution 

Hydrogen is not a good energy carrier, mainly as a result of its 
unique physical properties of being the lightest of all elements 
and having an extremely low boiling point. Because of its 
low density, it must be compressed or liquefied for transport. 
Both of these processes require energy. Compression requires 
about 10 percent of hydrogen’s energy content; liquefaction 
consumes about 30 to 40 percent. Twenty-two tube trailers 
loaded with hydrogen at 3,500 psi would be needed to match 
the energy contained in a single gasoline tanker truck. 

The graph below shows the most significant results of this 
energy analysis. About half of the original electrical energy is 
lost between the power plant and the hydrogen outlet at filling 
stations or homes. If hydrogen is reconverted to electricity 
with 50 percent efficient fuel cells, about three-quarters of the 
original electrical energy is lost. The point is that our energy 
problem certainly will not be solved by wasting energy. 


Efficiencies of Hydrogen Energy 
Production & Transmission 


Top number is cumulative efficiency. 
Bottom number is efficiency per stage. 
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Hydrogen Energy Transfer & Conversion Cycle 
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Hydrogen in compressed gas form: 
total efficiency 26% 


Hydrogen in liquid form: 
total efficiency 16% 


55% 
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hydrogen viewpoint 


Because hydrogen is not an energy source, it’s only as clean 
as the energy source from which it is derived. 


Because of this, promoters of “green” hydrogen should 
be aware that nuclear energy may be the only practical 
energy source for the inflated energy demand a hydrogen 
economy requires. 


Sustainable Structures & Costs 

Wind can already be harvested profitably along the coasts and 
in many other areas throughout the country. It is estimated that 
only 0.16 percent of the U.S. land mass would be required to 
generate 300 gigawatts of continuous wind energy—enough 
to meet the entire electricity demand of the United States. 
These wind farms could be installed 
on farm and grazing lands, far away 
from population centers. Coupled 
with energy efficiency measures and 
photovoltaic arrays on most south- 
facing roofs, this energy mix could 
provide enough energy to meet our 
demands. 

Before a sustainable energy eco- 
nomy is established, the costs for natural 
gas and heating oil will have reached 
levels that make energy conservation 
by using thermal insulation, 
better glazing, and appropriate 
architecture economically attractive. 
By implementing these measures, 
the heating and cooling demands 
of residential buildings could easily 
be halved. Electric heat pumps will 
replace fossil-fuel-based central heating 


95% 


2g ef systems, and heating oil will be re- 
3 8 8 3 routed to fuel vehicles. Building energy 
gu zu conservation may act to extend the 
“Oo ~< fossil era in the transportation sector, 

Use making the early establishment of a 


hydrogen infrastructure less likely. 
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hydrogen viewpoint 


The transition from today’s energy economy to a 
sustainable energy economy will also affect the energy cost 
structure. Because of the inherent losses directly associated 
with hydrogen production and distribution, hydrogen energy 
will cost at least twice as much as electrical energy, and 
hydrogen-derived electricity will be four times as costly 
as electric power from a wall socket. This will result in a 
complete reversal of the entire energy market. Energy prices 
will no longer be set by oil or gas, but by the cost of renewable 
electricity. 


Effects on Transportation 

As RE-generated electricity from the grid will cost only half 
as much as the hydrogen energy offered by filling stations, 
electric cars—not hydrogen fuel cell vehicles—may become 
the preferred option for commuters. The power-plant-to- 
wheel efficiency of electric cars approaches 60 to 70 percent, 
compared to fuel cell vehicles, which have “wind-to-wheel” 
efficiencies between 17 and 23 percent when energized with 
liquid or gaseous hydrogen derived from renewable sources. 

In a sustainable energy future, millions of electric vehicles 
may be in daily use for local driving. Unlike the hydrogen 
infrastructure, which has yet to be developed, the energy 
infrastructure to support “fueling” these vehicles already 
exists, or could be easily implemented. 

With all-electric commuter cars and automatic battery 
chargers in every garage, bigger vehicles will most likely 
be hybrid electric, operating on batteries for short trips and 
burning liquid hydrocarbon fuels like methanol or biodiesel 
on longer hauls. Many hydrocarbon fuels are as universal 
as elemental hydrogen. Biomethane carries 3.5 times more 
energy per volume than hydrogen gas at the same pressure. It 
is very unlikely that synthetic hydrogen will be derived from 
biomethane, because it is much more difficult to distribute and 
store onboard in sufficient quantities and over longer periods. 
Also, most liquid hydrocarbons contain more hydrogen per 
volume than liquid hydrogen. This suggests that hydrogen 
should be packaged in synthetic hydrocarbon carriers rather 
than be distributed in its elemental form. 


Future Forward 

An analysis of the energetics of a sustainable energy economy 
indicate that hydrogen’s role will be limited to applications 
like space flight or submarines, or for storing electric energy 
from intermittent sources. Hydrogen may also provide energy 
for portable systems, or serve as clean energy applications 
for mining or in places where equally clean renewable 
energy solutions, like wind or PV, cannot be implemented. 
But because of the high losses associated with hydrogen’s 
production, packaging, and distribution, hydrogen will likely 
remain an expensive luxury fuel. 

But what about the future role of fuel cells? We need fuel 
cells now for the efficient and clean conversion of natural gas 
and liquid hydrocarbons like oil and gasoline. They have the 
potential to be more efficient and less polluting than internal 
combustion engines and gas turbines. Fuel cells with internal 
reforming (the ability to chemically convert hydrocarbons into 
hydrogen and carbon monoxide) offer inherent advantages 


over hydrogen-only systems. Even in a distant future, fuel- 
flexible cells will be used to convert synthetic hydrocarbons 
into electricity. 

However, fuel cells shouldn’t serve as a justification for a 
premature and hasty change of our energy system. A hydrogen 
economy should only be established if it makes economic and 
environmental sense, not because there are fuel cells waiting 
for hydrogen. Introducing a new energy carrier will not solve 
our energy problem, and it makes no sense to develop and 
introduce technologies to prepare for a “transition” to an 
energy future that cannot meet our future needs. 

Because of its low energy efficiency, a hydrogen economy 
cannot be sustainable. However, a sustainable energy future can 
certainly be realized with energy conservation, efficient energy 
distribution, and the intelligent use of energy from renewable 
sources. With respect to overall efficiency and environmental 
friendliness, and by the fundamental laws of physics, hydrogen 
can never compete with its own source of energy. 


Access 

Ulf Bossel, European Fuel Cell Forum, Morgenacherstrasse 
2F, CH-5452, Oberrohrdorf, Switzerland ¢ forum@efcf.com ¢ 
www.efcf.com ¢ Ulf Bossel holds a degree in Mechanical 
Engineering from the Swiss Federal Institute of Technology 
(ETH) at Zurich and a doctorate from the University of 
California at Berkeley. 


Bossel, Ulf, Baldur Eliasson, and Gordon Taylor, “The Future 
of the Hydrogen Economy: Bright or Bleak?” e 
www.efcf.com/reports /E08.pdf or visit Home Power's 
Promised Files page at www.homepower.com/promisedfiles 


KTA SERVICES INC. 


Electric Vehicle Components & Systems Since 1984 
Components, Conversion Kits, Publications, Videos, & Engineering Design 
Services for the EV Hobbyist & Manufacturer 
We stock and sell the largest variety of the very best. 
Components & Publications Catalog $5.00 


944 West 21st Street, Upland, CA 91784 USA 
: (909) 949-7914 * FAX: (909) 949-7916 * Web: www.kta-ev.com 


A Clean and Quiet Revolution 


Enjoy the freedom of driving electric. 
Join the EAA today and declare your 


— 


independence from — 
high gas prices me 
and imported oil. Q raf 

+ . 


<a 
>, 


For more information 
visit us at http://eaaev.org 


AC Propulsion tzero 


ELECTRIC AUTO ASSOCIATION 
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BACKWOODS 


Solar Electric Systems 


For an earth restored and a world at peace. 
Solar ¢ Wind ¢ Hydro 


Specializing in Independent Electric Power for the Remote Home where utility power is not available. 

For 30 years, your questions have been personally answered by the good folks at Backwoods Solar that 
use these products everyday. Our catalog / planning guide teaches the basics of installing solar, wind and 
hydro electric residential power and we offer free system design service either by telephone, email, or 

your visit to Backwoods. We can also refer you to solar helpers around the country. 
Visit us or write: 
185 PAGE Backwoods Solar Electric Systems, 
CATALOG / PLANNING GUIDE 1589-HP Rapid Lightning Creek Rd, 
Free to Home Power readers Sandpoint, Idaho 83864 USA 


in the U.S.A. 
aaa Phone: (208) 263-4290 * Fax only (208) 265-4788 
Website: www.backwoodssolar.com ¢ Email: info@backwoodssolar.com 


BZ Products Model MPPT500 m4 HYDROSCREEN CO. LLC 


500 watt 45 amp Maximum Power Point Solar Control é 


Boost charge current up to 30% 
Up to 45 amp output current ° Self Cleaning Precision Wedge Wire 


Microprocessor control e Easy Installation 
SE Settles sHiGhiGaach, Coanda Screens 


500 watt PV input ° No moving parts for Hydro, Agricultural, and 
Universal PV input 12 to 48 volts ° Pipe, ramp and Domestic Diversions from 
Ls 


12, 24 or 48 volt output is 10 gpm to 500 cfs 
Digital metering im i box mountings ; 


PWM float control 

Battery temperature sensor standard 
Five year warranty 

Made in U.S.A. 


— We specialize in creatively engineering solutions 
for your unique hydro diversion screening needs. 

— Our solutions are cost effective with numerous 
screen mounting options; we also have 
durable 304 SS mounting boxes. 

MPPT 500 

Visit us at www.hydroscreen.com 

or call (303) 333-6071 

e-mail: RKWEIR@AOL.COM 

We don’t just sell screens, 

we engineer solutions! 


Harris 
Hydroelectric 


Introducing a new adjustable 
Permanent Magnetic Brushless Alternator 


P10) Box 15677 
Redway,; CA\95560 


www.homepower.com F = 3 BS 
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Jim Taulman 
©2006 Jim Taulman 


Renewable energy enthusiasts like me are always looking for new 
ways to spread the word about sustainable, fossil-fuel-free living— 
and solar cooking is one of the easiest ways to demonstrate the 
amazing, useful energy of the sun. Students enjoy hands-on 
projects they can accomplish together, and almost everyone can 
appreciate the financial merits of using free, abundant energy. 
And what better way to reach folks than through their stomachs— 
with something delicious baked in a homemade solar cooker? 


I admired Jay Campbell's washtub solar cooker design, described in “A Kitchen 
in the Sun” (HP37), and constructed one to use in the renewable energy class I teach 
at Oglala Lakota College (OLC) on the Pine Ridge Reservation in South Dakota. One 
of my students, Valerie Janis, took on the role of student teacher. She created a 
PowerPoint presentation on solar cooking, and together, we built a prototype 
cooker. While she got some hands-on experience with its construction, I worked 
on improving the patterns and assembly directions. 

Class participants used our step-by-step instructions and patterns to mark 
cutout lines on the sheets of hardboard (such as pegboard) and plywood. For 
safety’s sake and to speed up the assembly process, I used my table saw and 
circular saw to cut out the pieces. Participants then assembled the oven and 
reflectors as a group with Valerie’s help, according to Jay Campbell’s original 
directions and some modifications I had added. At the end of class, we held a 
drawing and awarded the finished washtub cooker to one of the class members to 
take back to use at their school. 
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Tools... 


Circular saw 


Table saw or jigsaw 
(handy, but not required) 


Measuring tape 
Chalk line 
Framing square 


Flat-blade and Phillips 
screwdrivers 


Drill and ¥s-inch drill bit 
Hammer 


Utility stapler or hammer 
stapler 


Wire cutters, tin snips, or 
utility knife 


Clamps 


Safety glasses 


Hearing protection 


solar cooker 


Step One: Mark & Cut Out Pieces 


A. Reflectors: Measure and snap chalk 
lines (as detailed in illustration) on a 
4- by 4-foot piece of !/s-inch hardboard, 
and cut out shapes using a circular saw 
or table saw. 


B. Box, Box Top, Mounting Strip & Frames: 
Measure and snap chalk lines (as detailed 
in illustration) on a 4-by 4foot piece of 
3/8-inch plywood, and cut out shapes 
using a circular saw or table saw. 


C. Cut out 14- by 14-inch squares from the 
18-inch squares using a circular saw or 
a jigsaw. You'll end up with a 14-inch 
square piece for the bottom of the oven 
box, a 14-inch square piece of scrap, and 
two “frames.” 


D. Cut a 1!/2-inch strip from one side of 
the 14-inch square scrap. You'll attach 
the rear reflector to the glass frame 
by using this mounting strip, which 
also allows the side reflectors to fold 
in on the back reflector, and lie flat for 


transporting and storing the oven. Laying out the pattern for a side reflector. 

. After the measurements are transferred to the 

E. Sand all edges of cut pieces smooth to hardboard or plywood, use a chalk line to “snap” 
prevent splintering. straight lines for the pattern pieces. 


Reflectors Oven Box & Lid 


137/8 by 11/2 in: 


13/8 by 16 in. 
13/8 by 16 in. 
13/8 by 14 in. 
4 Box Sides: 


Scrap: Praia 
Scrap 137/8 by 121/4 in. i /s by 11 in. 


Top Reflector 
18 by 18 in. 


Note: Measure widths 
from center line. 


391/2 in. = 


Bottom 
Reflector 


14 in. 26 in. 


14 in. i 143/8 by 11 in. 
| 


Box Bottom: 
14 by 14 in. 


103/4 in. 


18 by 18 in. 


Side 
Reflector 


143/s by 11 in. 


Hardboard: 4 by 4 ft., 1/8 in. thick Plywood: 4 by 4 ft., 3/s in. thick 
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solar cooker 


Step Two: Assemble Oven Box & Box Top 


A. Glue and nail the 14°/s-inch sides to the 14- by 14-inch 
bottom to make the oven box, overlapping the corners as 
shown in the photo at left. Use the 1-inch nails. 


B. Glue aluminum foil to the inside of the box, using a 1:1 
glue and water mixture; spread with a paintbrush. 


C. Ona flat surface, turn the assembled box upside-down 
and stack two levels of the 18- by 6-inch box top pieces 
snugly around the box, overlapping the second level as 
illustrated. The pieces won't extend out to make a perfect 
square; there will be a 2-inch “gap” at each end. Once the 
pieces are in position, glue and clamp them in place. 


D. Remove oven box and center the upside-down washtub 
on the box top. With a pencil, trace a line around the 
outer rim of the washtub. 


E. Remove the washtub. Nail box top pieces together using 
the 3/4-inch nails, placing them at least 1 inch inside the 
circular tracing line. (Do this to prevent cutting through 
any nails when you're sawing out the circular top.) 


Fastening the oven box sides 
to the box bottom. 


F. Use a jigsaw or circular saw to cut a circle about one-half 
: inch outside of the penciled mark to ensure the top will 
Oven Box Li d overlap the washtub’s rim. Sand the edges smooth. 


G. Attach the weather-stripping on the marked circular line to 
form a seal when the box top is seated on the washtub. 


H. Runa bead of wood glue along the inside rim of the box 
top and place it over the oven box so that the top of the 
oven box is flush with the box top. Drive 1-inch nails 

Edge of Washtub through the inside of the box to attach the box top. 


I. On the face of the box top, attach another piece of 
weather-stripping about half an inch from the opening. 
Make sure that the stripping forms a continuous, single 


i layer so that the glass frame will lie flat on it. 


Layer 


Cutting out the circular top. 
In the background—the finished oven box. 


Layer Eight 18 by 6 in. Boards 


Two Layers Glued & Nailed Together 
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Step Three: Assemble the Glass Frame Glass & Frame eee 
18 by 18 in. 
A. On the 18- by 2-inch frame, position and glue three 13/s- by epecers. athe By 14% Hy hole, 
16-inch hardboard spacer strips so that their outer edges are Brae tia ta ala 
flush with the outer edges of the frame. The glass pane will hardboard 


later fit between the strips with room to spare. 


B. Apply glue to the top of the strips and position the 18- by 
17/s-inch frame over the bottom frame. Fasten frames together 
using 3/4-inch-long nails, keeping nails at least half an inch 
from the inner edge of the opening so as not to interfere with 
insertion of the glass. 


C. Fasten the 1!/2- by 14-inch plywood mounting strip along one 
side of the top frame, aligning its long edge along the inner 
edge of the frame. Attach it to the frame with 1-inch drywall 
screws, placing the screws about half an inch from the strip’s 
rear edge so that they won’t interfere with the glass pane. 


Bottom Frame: 
18 by 18 in. 


15 by 15 in., 1/s in. thick, 
held in place 


, : : with a 14 by 14 in. hole, i 
D. Attach the metal T-hinges to the front edge of the strip with 3/e in. Siyinosd By hardboanelsvips 
wood screws, about 2 inches in from either end. Tempore Stapling 
trip: 
14 by 13/s in., 


V/s in. thick hardboard 


Step Four: Assemble the Reflectors 


A. Lay one of the side reflectors against the rear reflector, with 
the smooth inside surfaces facing each other. Let the bottom 
corner of the side reflector extend °/s of an inch below the 
bottom edge of rear reflector. Glue and staple a 12-inch length 
of nylon webbing to the reflectors, making a hinged joint. 


B. Attach the other side reflector to the rear reflector in the 
same way. 


C. Fold side reflectors flat against the rear reflector. With wire 
cutters or tin snips, cut off protruding corners that extend 
below the bottom of the rear reflector. 


A close-up of the hinge placement and 
reflector attachment. Attaching the reflectors to the top of the glass frame. 


Step Five: Attach the Reflector 
to the Glass Frame 


A. Evenly position completed glass frame on the oven 
box top. 


B. Place bottom edge of rear reflector against the 
hinges on the glass frame and mark where holes 
will go. 


C. Drill out the hole marks in the rear reflector and 
attach to hinges with machine screws, washers, 
and nuts. 
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solar cooker 
Step Six: Make the Reflectors Shine 


A. Once the rear and side reflectors fit and fold properly, 
remove them from the frame. 


B. Glue sheets of aluminum foil to the side and rear 
reflectors. Weight each panel (with a book or other flat, 
heavy object) and let dry overnight. 


C. Glue aluminum foil to the front reflector, taping the 
edges with plastic packing tape or duct tape. Let dry 
overnight. 


Cooker Assembly 


Hook & Loop 
Fastener: 
To attach front reflector 


to side reflectors 
Reflectors: 


1/g in. hardboard, 
covered with foil 
for reflectivity 


Hinges: 
| 2 in. nylon webbing 
| to fold reflectors flat 


Hinges: 
Glass & Frame: To tilt back 
18 by 18 in. reflector 
assembly 


NS e 


Oven Box: ' Hinges: 
Inside covered : To tilt glass frame 
with foil H 


Oven Box: 
14 by 14 
by 101/4 in. deep 


Weather 
Stripping: 
Underneath lip |, 


Insulation: 
Straw, 
shredded 
newspaper, 
etc. 


Washtub: 
24 in. diameter, 101/2 in. deep 


930 


Step Seven: The Finishing Touches 


A. 


To the front reflector, glue and staple a web hinge, 
centering it on the reflector’s back, bottom edge. 


. Attach the other edge of the web hinge by gluing it to the 


front edge of the glass frame. 


. Next, insert the 1°/s- by 14-inch hardboard spacer strip 


into the space where the glass will slide into frame. Glue 
the web hinge, and then staple it to the frame using 
'/4-inch staples (3/s-inch staples may poke through the 
top glass frame and prevent the glass from sliding into 
place). After fastening the hinge, remove the hardboard 
strip. (The strip is only used to absorb pressure from the 
stapler and prevent bending or breaking the frame.) 


. Slide the glass pane into the frame. 


Adhere two 1- by 4-inch strips of pressure-sensitive, 
hook and loop closures (such as Velcro), end to end, 
along the front edge of each side reflector. Apply the 
matching strips to the front reflector where the side 
reflectors meet it when they are in the “open” position. 


Step Eight: Put It Al! Together 


A. 


Attach the frame to the oven box top with hinges (see 
photo on the previous page). 


- Place the box—frame in the washtub. 


C. Choose an insulation material you can pack between the 


inner walls of the washtub and around the outside of the 
box, once it’s inserted in the tub. Straw or even shredded 
newspaper will work. 


For a little sweat and about US$80, 
you can build a simple solar oven. 
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Materials & Costs 


Item Cost (US$) 
Galvanized washtub, 2 ft. diameter $18.00 
AC plywood, 4 x 4 ft., 3/8 in. 13.50 
4 Metal T-hinges, 2 in. 6.00 
| Sticky-backed hook & loop closures, | 6.00 | 

2x 4in. 
Staples, 1/4 in. & 3¥/s in. 6.00 
Tempered hardboard, 4 x 4 ft., 1/8 in. 5.00 
Nylon web strap, 2 in. x 3 ft. 4.00 
Glass, 15 x 15 in., 1/8 in. thick 4.00 
Wood or paper glue 3.00 
Poly-foam weather-stripping, 3.00 
3/16 x Ya in., 12 ft. 
Brads, #18 x 3/4 in., 2 oz. 2.00 
Brads, #17 x 1 in., 2 oz. 2.00 
Packing or duct tape 2.00 
Aluminum foil 1.50 
Sandpaper, a few sheets 1.50 
12 machine screws, nuts & washers, #8 1.00 
x 7/2 in. 
12 Wood screws, #8 x 1 in. 0.50 
6 Drywall screws, 1 in. 0.10 
Insulation (straw, shredded 0.00 
newsprint, etc.) 

Total $79.00 


Get Cooking! 


Ironically, during our two-day class, cloudy, cool weather 
prevented us from cooking in the oven. But you can take 
advantage of any clear, sunny day to experiment with your 
solar cooker. Dark, enameled steel cookware works best in 
the oven, but you can also use glass containers as well, or 


The proud class with their completed washtub cooker 
(from L to R): DeeAnn Deon-Brewer, Francine Janis, 
Raymond Handboy, James Mesteth, and Patricia Hammond. 


cooker 


ina pinch, aluminum. Just put your food into the cookware, 
place it into the oven, and keep the oven pointed toward the 
sun. Recipes that call for long, slow simmering are suited 
to this oven—rice and other grains, and even sweet breads 
(like banana or zucchini) fare well. For recipes and more 
information on solar cooking, read Heaven's Flame or Cooking 
with the Sun (see Access). 


Access 


Jim Taulman, Oglala Lakota College, 490 Piya Wiconi Rd., 
Kyle, SD 57752 ¢ jtaulman@olc.edu ¢ www.olc.edu 


Cooking with the Sun, by Beth & Dan Halacy, 1992, 
Paperback, 114 pages, ISBN 0962906921, US$9.95 from 
Morning Sun Press, PO Box 413, Lafayette, CA 94549 e 
Phone/Fax: 925-932-1383 ¢ jdhowell@ix.netcom.com ¢ 
www.home.ix.netcom.com/~jdhowell/ 


Heaven's Flame: A Guide to Solar Cookers, by Joseph M. 
Radabaugh, 1998, Paperback, 144 pages, ISBN 0962958824, 
US$15 from Home Power, PO Box 520, Ashland, OR 
97520 © 800-707-6585 or 541-512-0201 ¢ Fax: 541-512-0343 e 
subscription@homepower.com * www.homepower.com 


“Cooking Under the Sun,” by Rose Woofenden in HP107 


“A Kitchen in the Sun,” by Therese Peffer in HP37 
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ES IIVAL 
September 22-23, 2006 


Located in Beautiful Kempton, PA 


EY in 


FAIR FEATURES: 


Exhibitors, Workshops and Speakers on 
Solar, Wind, Hydro, Hydrogen, Green 
Building and Biofuel Vehicles 


ole 
Featurin, 
Nationally Known Folk Singer Dar Williams 
ju 


www.PAenergyfest.com 


Organic Farming « Music Green Political Awareness: 
A True Celebration of Earth-Friendly Living 
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PVP5200 Inverter. 96% CEC Efficiency 
And A Ten Year Limited Warranty ! 


The New Standard In Renewable 
Energy Product Distribution. 


wed) eidbdhishShsd Introducing The New PV Powered 


Whether you're an established dealer, installer, 

or someone who is interested in entering the 
solar field, Advantage Solar can provide you with 

_ the tools to make your business a success ! 

Our many years of experience coupled with the 
latest in business to business technology allows us 
_ to offer you service that's unmatched in the industry. — 


What's The Advantage ? 
Personal, friendly service ! 


Introducing The New Complete system packages ! 
SolCool Solar Powered Professional design assistance ! 
Air Conditioning Unit. Aggressive dealer pricing structure ! 


True Air Conditioning At Experienced technical and engineering staff ! 
A Fraction Of The Energy Comprehensive stock of balance of system components ! 
Consumption ! One of the largest renewable energy product inventories in the nation ! 


Advantage Solar Inc. Toll Free 1-877-807-6527 www.advantagesolar.com 


Harness The POWER 


Ld 


sattery offers the perfect solution 
all) of, your alternative energy 


£9 _ storage requirements 
M aximum capacity 


>Maximum life 


" 


>Minimum service 
fi 
F 


=~ Manufacturing 
reompany—. 
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SOLAR HOT 
WATER 
SYSTEMS 


Solar Hot Water & Pool Heating Design 
High Performance-Low Maintenance Systems 
Reality Checks Using Current Technology 


In this definitive, fully illistrated 200-page manual, solar energy 
pioneer Tom Lane outlines how the latest technology and valuable 
lessons learned from the past can help a new generation of solar 
contractors expand their businesses and satisfy their customers. 


Order online (FREE partial download) or cal 
ED NERGY CONSERVATION Sas RVICES 


WE MAKE WATER FROM YOUR GAS 
Hydrogen and oxygen battery gas catalytically recombined into pure 
water and returned to each battery cell. Keeps battery topped off for 
extended periods of time and reduces maintenance costs. Explosive 
hydrogen gas is virtually eliminated from the battery area. Corrosive 
spray and fumes are contained and washed back into each battery cell. 
Electrolyte kept strong longer, extending the useful power and life of the 
battery. HYDROCAP Vents simply replace the battery’s caps. Battery 
maintenance is greatly reduced. Write or call for more information. 


+ d 305-696-2504 
= rocap 
SY CATALYST BATTERY CAPS Hd 


975 NW 95 St. 
Things that Work! Miami, FL 33150 


www.homepower.com 


The Best Thing Since 


Grid-Tie 


Quantify Solar-Thermal Gain for: 
System Performance, Green Tags, Utility Billing 


Converts BTU's to KWH 
1 SMETRIMA> 


2 OC 


Calculator Flow Meter Sensors 


METRIMA and TCT offer solutions and products for 
automatic meter reading of solar water heating systems, 
central boiler and district heating / cooling systems. 


TCT SOLAR 


101 Copeland Street 
Jacksonville, Florida USA 32204 
904.358.3636 © www.tctsolar.com 
info@tctsolar.com 


SUNDA Evacuated Tubes 


Aeraspace Technology far 
Solar Water Heating 
ee ; 


Affordable vacuum tube collectors 
for superior performance in all 
seasons and climates 


Domestic Hot Water & Home Heating 
Pools & Spas 
Commercial / Institutional 
Agricultural / Industrial 


Sun Spot Solar 
PO Box 55 
Del Water Gap, PA 18327 
570.422.1292 
info@sssolar.com / www.sssolar.com 


Available nationally through an 
expanding dealer network 
Join our team ! 
Training and technical support 
provided 
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Eric Fedus 
©2006 Eric Fedus 


fter working off and on in Central 

America for a couple years with 

renewable energy (RE), I wanted 
to learn more about what was going 
on elsewhere in the world. I spent two 
months wandering through the south of 
India, where seldom an American is seen. 
I visited numerous RE installations and 
organizations, for my personal education 
and to assist the renewable energy 
consortium—Grupo Fenix—that I had 
worked with in Nicaragua (see HP97). 


While the laid-back pace in Central America had soothed 
my mind, India agitated me, especially at first. I grappled 
with being a Westerner in an overwhelming environment. I 
had never seen so many people living in such close proximity 
and in such an array of conditions. This is a place replete 
with hypocrisies, poverty, and chaos, and locked down by 
legendary bureaucracy. Yet it is also a place of strong families, 
unparalleled hospitality, profound diversity, a depth of 
history, and a pervading sense of spirituality—a place where 
renewable energy could serve as hope. 

From what I had read and heard from others, I hoped 
I would find some interesting jewels of renewable energy 
development here. In the end, of the dozens of places 
I visited in India, a few caught my attention more than 
others... 


Rama Singh demonstrates a compact solar drier at the 
Agriculture Tools Research Center in Gujarat. 


As a former computer programmer, I had certainly heard 
of Bangalore, the city that perhaps most epitomizes India’s 
mastery of technology. Yet I hadn’t known that Bangalore is 
arguably India’s solar energy center as well. 

Depending on who you ask, anywhere from 60 to 
100 or more sellers and manufacturers of solar thermal 
equipment alone are in Bangalore. Large companies, such 
as TataBP Solar and Bharat Electronics Ltd., manufacture 
solar cells here. A multitude of other RE technologies are 
manufactured here as well, including PV modules, solar 
streetlights (CFLs and LEDs), solar lanterns, solar cookers, 
inverters, and charge controllers. 

I even heard of solar-powered pesticide sprayers, 
rickshaws, boats, and power packs. Be it true or false, one 
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man claimed to me that at the time of 
Gandhi’s revolution, not even a pin 
could be manufactured in India. When 
I left this solar town, I had a sense that 
all that had long since changed. 


From my own experiences, I knew 
that extending the grid to rural areas 
is often prohibitively expensive. Solar 
electricity can be more cost effective 
than some of the alternatives, such 
as disposable batteries and kerosene, 
used in rural villages. But families 
usually don’t have enough money to 
purchase a system outright, and donor 
organizations have a mixed history of 
success. 

Harish Hande tackled these issues 
when he co-founded the pioneering 
organization SELCO in 1995. I visited 
the Bangalore office as well as some of 


A Scheffler concentrator focuses the sun’s energy into a cooking pot 
at Barefoot College in Tilonia, Rajasthan. 


Inside, the sunlight heats a pot or a built-in oven. 


SELCO’s installations in the countryside. To date, SELCO 
has installed more than 30,000 domestic solar-electric home 
systems while operating in only 3 of India’s 28 states. This 
is no small feat. SELCO is a company that turns a profit and 
helps local communities by selling solar energy systems in 
poor, rural areas. 

SELCO has had to surmount issues of financing, staffing, 
product quality, transportation, and technology awareness. 
Over time, they’ve developed a successful model based 
on service centers. Although SELCO purchases most 
system components, they also design and outsource some 
components to improve quality and lower servicing costs. 

Their success has been through a combination of 
relationships with financial institutions, a strong brand built 
through offering and guaranteeing quality products and 
services, a local presence, response to customer feedback, 
and innovative marketing, such as “demo vans.” These vans 
travel all year visiting villages, to explain the technology 
and financing options. SELCO strikes me as a good example 
of a market-based solution for rural electrification. 


I boarded a rather worn-looking train for Kanyakumari, a 
spiritual destination in the state of Tamil Nadu. As the train 
drew near to Kanyakumari, we passed through a virtual 
garden of wind turbines that went on for miles. 

As one of the world’s top wind energy producers, 
India’s richest potential lies here in Tamil Nadu, where not 
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A solar-electric installation in a community 
in northern Kerala. 


surprisingly, many wind enterprises are found. In Chennai, 
I met Mr. Manoharan of Vaigunth Ener Tek, an enterprising 
small company that has been building and selling wind 
turbines since 1997. They manufacture systems from 200 W 
to 25 KW. 

In Kanyakumari, I also discovered the Vivekanan- 
dapuram spiritual center, with a rural development program 
and sustainability demonstration and training center called 
NARDEP. They employ solar and wind energy, as well as 
vermicomposting, biogas, and solar water distillation. As I 
traveled India, I discovered that many spiritual centers see 
community development as a common responsibility, and 
often create nongovernmental organizations (NGOs) that 
work with sustainable technologies. 


Valsad—Beyond Solar Cooking 

“Anything that depends on imports...won’t succeed,” 
Deepak Gadhia remarked as he recounted the history of his 
company, Gadhia Solar in Valsad, Gujarat. I already had 
spoken with Wolfgang Scheffler, the German inventor of 
the principal technology Deepak uses, so I had a sense of 
what he was up to. What I didn’t realize is how successful 
Deepak’s company had been building and selling their 
technology within India. 


SELCO PV System Costs 


Cost 


System Size Rupees US$ 


2 CFL system (incl. 20 W module, 


30 AH battery & 5 Acharge 12,000 $262 
controller) 

4 CFL system (incl. 37 W module, 

60 AH battery & 10 A charge 18,500 404 


controller) 


rt | 
} 

| | 
~~ 


A group of students learn to be solar technicians 
at Barefoot College in Tilonia, Rajasthan. 


At a basic level, the Scheffler concentrator appears to be 
a somewhat flattened parabolic cooker. A simple mechanical 
tracking system keeps the sun’s reflected rays on a pot 
inside a building, permitting indoor cooking. At a more 
sophisticated level, by using multiple dishes, the Scheffler 
concentrator is a powerful steam generation system. 

The concentrator can be used for cooking, pasteurization, 
sterilization, and laundry washing and drying. Ongoing 
projects include air conditioning, desalination for water 
and salt production, and even a crematorium. Currently the 
largest system in the world, a 106-dish system capable of 
cooking 30,000 meals per day, is located in the southeastern 
state of Andhra Pradesh. 

I left Valsad with a sense that Deepak was right. Reliance 
on foreign nations will not make a strong India. Perhaps it 
will need friends, but ultimately, India’s success will come 
from within. 


Barefoot College 

Perhaps their Web site says it best, “The Barefoot College 
is a place of learning and unlearning. It’s a place where the 
teacher is the learner and the learner is the teacher. It’s a 
place where no degrees and certificates are given because in 
development there are no experts—only resource people.” 


Vaigunth Ener Tek 
Wind System Costs 


Cost 
System Size Rupees US$ 
200 W (w/o installation) 36,000 $786 
500 W (w/o installation) 53,000 1,157 
1 KW (w/o installation) 93,000 2,030 
5 KW (w/o installation) 295,000 6,438 
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To reach Barefoot College, I traveled to the desert state 
of Rajasthan, a culturally conservative, poor, and highly 
illiterate state—in a sense, a place ripe for the birth of 
Barefoot College. The NGO, which serves as a model for 
about twenty other affiliated organizations around India, is 
not a college in the traditional sense at all. Rather, it works 
with people in nearby communities on projects of income 
generation, health centers, rainwater harvesting, and much 
more. 

The campus is fully electrified by PV systems, and has 
an innovative solar technician training program. “Drop 
outs, cop outs, wash outs,” as I have heard founder Bunker 
Roy graciously say, are invited from their villages to spend 
six months at the campus learning to be technicians, but 
with no promise of a degree. Why? 

It’s about helping people help themselves without 
disturbing the balance in a community. Degrees often lead 
people away from their communities. Barefoot College 
technicians have returned to their communities and have 
electrified hundreds of schools and thousands of households. 
Despite current market-oriented trends in development 
work, Barefoot strikes me as an organization judiciously, 
effectively, and respectfully using its donor resources to 
help communities sustain themselves. 


The Coming Years 
After visiting dozens of organizations, I began to realize 
how vast India is, and how little of it I would see in two 


ENERGIZING Iowa's COMMUNITIES 


NEARLY 100 
WORKSHOPS ON: SATURDAY 
SOLAR ENERGY 
WIND POWER A 
PEAK OIL SEPTEMBER 9 & 10, 2006 
HYDROGEN SOLON 
GREEN BUILDING HIGH SCHOOL 
RENEWABLE ENERGY 600 a FIFTH ST.SOLON, : 
L ted Betw Cedar Rapids 
Taner retraee City ye Off Highway | 
ENERGY PROJECT $5 INDIVIDUAL, $10 FAMILY ea 
ENERGY EFFICIENCY NIVERSARY!! 
TECHNOLOGY FIFTEEN YEAR AN 


lowa Renewable Energy Association 


(319) 341-4372 irenew@irenew.org www.irenew.org 
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months. The diversity and ingenuity of organizations I 
encountered was fascinating. I now appreciate that India 
is a diverse and complex environment with significant 
challenges lying ahead. Problems range from issues of 
electricity management, including high energy losses and 
grid instabilities, to massive population, urban pollution, 
and rapid growth in already overcrowded cities, caused by 
an influx of people from rural areas. 

When I left India, though, I left with a sense of awe both 
for what has already been done and for how much further 
there is yet to go. I sense a future in which India will play a 
strong role in the harnessing of the world’s potential. 


Access 
Eric Fedus, 369 E. Shore Dr., Colchester, CT 06415 ¢ 
860-537-1100 ¢ efedus@hotmail.com 


TataBp Solar ¢ www.tatabpsolar.com 

SELCO India ¢ www.selco-india.com 
Vaigunth Ener Tek * www.v-enertek.com 
Gadhia Solar ¢ www.gadhiasolar.net 
Wolfgang Scheffler © www.solare-bruecke.org 


Barefoot College ¢ www.barefootcollege.org 
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Four SunPipe-13°s in 25 x 35 living room. 
The Best Daylight Pipe 
The Brightest Daylight Pipe 
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MREA WorRKSHOPS ARE 


More HANDs-ON THAN A Drive IN THEATER! 


NOW SHOWING: 


Workshops: Date: Location: 

The Solar Lifestyle: Intro to RE August 26 Newburg, WI 
Advanced PV | Sept. 12-16 St. Joseph, MN 
Introduction to Wind Systems Sept. 17 Forestville, WI 
Wind System Installation Sept. 18-23 Forestville, WI 
Solar Domestic Hot Water Systems Sept. 29 Custer, WI 
Solar Space Heating Systems Sept. 30 Custer, WI 
-— P vir V he. Assessor Tre eke Oct. 14-15 Custer, WI 
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Producer/Director: Midwest Renewable Energy Association 
715-592-6595 * www.the-mrea.org * info@the-mrea.org 
Call or click for more information. 


2006 Oregon Tour 
of Green and Solar Homes 


Tours will fake place ths fallin Portland, Bend/Redmond, wet duie 


Green + Solar Building Oregon Magazine 


Eugene, Ashland, Corvallis, Cottage Grove, Salem, fran 
John Day, Klamath Falls, LaGrande and Roseburg 2 
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See our new — about 


SOLAR CHARGING 


GORILLAs 
and other 
Electric Vehicles" 
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20-G1R: Measures 

AC Power up to 10 
kW, 100-250 vac single 
or two phase. Remote 
display. Easy to install. 


ee] 


NEW FEATURES! Standard Features include Multiple 
AC or DC power channels (any voltage/current), PC interface 
(with PC software), internal logging, and one display. Options now 


“Let Our Solar Wand Tame Your 


aes eee include Flash Memory Logging (up to 1 Gig!), USB connection, 
Utility Bills simple Web interface, extra displays (many types/sizes), Battery 
En ergy = “s Monitor, Weather Monitoring (wind speed, direction, temperature, 


humidity, solar output) and Control output. The OneMeter can be 
field upgraded with new hardware/firmware. 


Employment - Greate American Jobs 
Environment - Reduce CO Emissions 


Empowerment - 30% Federal Tax Credit W 
Straight Forward Installation, Solar * : 
D S 


4-1850WH: Special meter for Refrigerator Replacement 
"Solar Wand! Programs. Detects Defrost Cycle, displays cost/kWh-hrs/yr. 


Double-walled Other Models available. Check our website or call for details. 
heat exchanger 


All products are California CEC eligible meters 
screws into 


your tank CUSTOM APPLICATIONS and DISPLAY OPTIONS: We can build a digital 
power meter to meet your needs, including large displays as well as the 
popular Beta Brite scrolling LED sign. Please call with your needs/ideas. 


Brand Electronics 
41 Hilton Rd. To order, call toll free 


Whitefield, ME 04353 1-888-433-6600 
For information only, call 207-549-3401 


info@pbrandelectronics.com www.brandelectronics.com 


Powered Pump, Automotive Type Radiator Unit 
Kits Including Anti-Scald Valve From $2,700 


www.butlersunsolutions.com 


Butier Sun Solutions 
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Code Q&A 


John Wiles 


Sponsored by the U.S. Department of Energy 


I want to give my customers the best possible system 

for the least cost. Since time is money, I worked up 

a couple of shortcuts that will save me some time 
on solar-electric (photovoltaic; PV) installations. I usually 
mount my modules in rows, in a portrait configuration. The 
module manufacturers place the grounding points on the 
long sides of the modules, where they are difficult to reach 
to connect wires. I have been drilling holes in the short sides 
of the modules and installing lay-in lugs, which are very easy 
(and fast) to wire. At the end of each module string, I switch 
to a THHN conductor in a junction box, and use conduit 
through the attic and down to the DC disconnect. I usually 
just cut off the Multi-Contact (MC) connector from the first 
and last modules in the string, and use a split bolt or a crimp- 
on connector to connect the bare module wire to the THHN. 
What's your view on this? 

I applaud your desire to make a quality 
|A| installation and keep the costs as low as possible. 

Unfortunately, some problems arise from your 
time-saving techniques. 

First, drilling the module frames may void the 
manufacturer’s warranty. This is especially problematic 
if you are drilling a new hole at a location other than 
the marked grounding point. Underwriters Laboratories 
(UL) has evaluated the module grounding only at the 
marked points, and other points may not provide adequate 
grounding. Furthermore, other points on the module 
frames may not be thick enough to provide the required 
two full-contact threads for a good electrical connection. 
For those rare instances where the module grounding 
hardware and/or instructions prove difficult to use, you 
might want to review the Code Corner on PV module 
grounding in HP102. In all cases, please contact the module 
manufacturer and see what their position is on module 
modifications, grounding, and warranties. Some of them 
have technical notes on this subject. 

I am working with Underwriters Laboratories (as a 
member of the Standards Technical Panel) on UL Standard 
1703 for PV modules to clarify the requirements and 
methods for PV module grounding, and to encourage 
module manufacturers to give installers more and better 
options for module grounding. For example, modules with 
conduit-ready junction boxes could have a third, copper- 
compatible terminal in the J-box for grounding, just like 
most other electrical devices. Modules with pigtail leads 


and MC connectors could have a third lead added for the 
equipment-grounding conductor, and studs or nuts that 
are copper compatible could be pressed into the module 
frames. As a minimum, module grounding points could be 
provided on both the short and long sides of the module 
frame. If these options appeal to you, write to the module 
manufacturers. There is nothing to prevent them from 
offering these options today. 

Cutting off the MC connectors is also a warranty issue for 
some module manufacturers. When the manufacturer objects 
to cutting off the connectors, the easiest thing to do is buy pre- 
made cables with MC connectors attached. Another option is 
to buy an MC connector tool, take the factory training, and 
make your own connector-cable assemblies. 

Several effective splicing devices can be used where 
proper strain-relief has been provided for each cable. They 
include wet-rated, twist-on connectors; split bolts (heavily 
taped); and several other types of insulated splicing blocks 
made by various manufacturers. 

Any and all exposed metal, including junction boxes, 
must be properly grounded, and all metal conduits must 
be properly terminated and grounded at each end to other 
grounded equipment. 


the MC cables continuous from the last module in 

the string, through the J-box on the roof to the DC 
disconnect. I do this to avoid having a connection at the J-box 
(less chance of failure), but it means that I am running the 
USE-2 wire in conduit (usually 3/4 inch) to the disconnect. 
Is this a “proper use” of USE-2 wire? If not, what is your 
preferred method for splicing in the J-box and should the 
grounding wire be landed there? 

Type-MC cable in the National Electrical Code 

(NEC) refers to metal-clad cable; this may be an 

indoor- or outdoor-rated cable depending on the 
actual construction and marking on the specific product. 
If you mean single-conductor cables with MC connectors, 
that is something entirely different. Cables with only the 
USE-2 marking may not be run inside any building (even 
in conduit) because they have no flame retardant. Cables 
marked USE-2/RHW-2 have the proper flame retardants 
and can be exposed in outdoor locations for module 
interconnections, as well as run in conduits, both outdoors 
and indoors. 


[a] I have, on previous PV installations, connected 
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Any conduit in the building must be a metal conduit like 
EMT, not a plastic conduit, and that use is permitted only 
under the 2005 NEC, not the 2002 NEC, which is still in effect 
in many areas. 


I have read through the section on string fusing 
in your Photovoltaic Power Systems and the 2005 


National Electrical Code: Suggested Practices manual, 
but am still a bit confused about this topic. I tried to draw 
a diagram showing the various scenarios, but still did not 
totally understand the theory. I have tried to find diagrams 
illustrating this, but have been unsuccessful. Do you know of 
any? Also, isn’t it possible that the faulted string could add 
backcurrent, depending on the fault location in that string? I 
would like to understand the theory behind this. 

Fusing of any PV module or conductor is required 

when potential backfed currents from all external 

sources exceed the reverse current rating of the 
module (listed on the back of the module as the maximum 
protective fuse) or the ampacity of the conductor. Currents 
generated in a string of modules are not counted in this 
calculation, since both the module and the conductors are, 
by design, capable of handling all forward currents. In the 
simple case, the sum of all external currents (typically 1.25 Isc 
from each external string with no feedback from the inverter) 
must be less than the module maximum protective fuse. If the 
external currents are larger than the fuse rating, a series fuse 
will be required on each string of modules. For more details 
and theory, see Appendix J in the newest version (1.3) of the 
Manual (see Access and the SWTDI Web site). 


on a system a couple of years ago and found it very 

nice to work with. I am unsatisfied with the typical 
ground method (clamps and #6 bare), as I feel that there are 
too many connections to come loose (especially at the clamp). 
When fastened directly to the module with a stainless steel 
#10-32 screw and a stainless steel star washer, the braided 
wire is superior. Do you have any experience with this? How 
should I size this wire? This type of wire has an AWG “size” 
and an ampacity rating, but the corresponding size to #6 does 
not have the ampacity of #6. 

Ihave no experience with tinned braided conductors 
lA and do not know if they are suitable for use in contact 

with aluminum module frames, nor do I know if the 
material is suitable for outdoor applications. These braided 
grounding straps are used to ground electronic equipment 
and are usually installed in a dry, indoor environment. 
While some inspectors require #6 equipment-grounding 
conductors for physical strength, the code requirement is 
usually a smaller conductor sized at 1.25 Isc. These smaller 
conductors, such as #12 or #10, can usually be adequately 
attached to the module using the hardware provided. 
Uninsulated conductors don’t have ampacity calculated in 
the same manner as insulated conductors because there is 
no insulation to worry about overheating. However, the 
NEC requires that you use the ampacity associated with the 
same-size insulated conductor. 


la] I used a braided tinned copper (flat) grounding wire 
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A Question for You 

Have you ever had any electrical or electronic device or 
appliance damaged when connected to a modified square 
wave inverter (also called a modified sine wave inverter)? 
Such devices or appliances might include light dimmers, laser 
printers, copiers, and battery chargers for power tools. 

If so, please send me the manufacturer and model number 
of the inverter, and as much information as you can provide 
about the damaged device or appliance (name, model 
number, date, damage, etc.). I will forward the information to 
Underwriters Laboratories (UL). UL is concerned about listed 
PV inverters damaging other listed equipment in common 
use. They may consider tightening the specifications and 
requirements on these inverters to reduce the possibility of 
equipment damage. 


Other Questions or Comments? 

If you have questions about the NEC or the implementation 
of PV systems that follow the requirements of the NEC, feel 
free to call, fax, e-mail, or write me at the location below. 
See the SDTI Web site (below) for more detailed articles on 
these subjects. The U.S. Department of Energy sponsors my 
activities in this area as a support function to the PV industry 
under Contract DE-FC 36-05-G015149. 


Access 

John C. Wiles, Southwest Technology Development Institute, 
New Mexico State Univ., Box 30,001/ MSC 3 SOLAR, Las 
Cruces, NM 88003 ° 505-646-6105 ¢ Fax: 505-646-3841 ¢ 
jwiles@nmsu.edu * www.nmsu.edu/~tdi 


Sandia National Laboratories, Ward Bower, Sandia National 
Laboratories, Dept. 6218, MS 0753, Albuquerque, NM 87185 e 
505-844-5206 ¢ FAX 505-844-6541 ° wibower@sandia.gov ¢ 
www.sandia.gov/pv 


The 2005 National Electrical Code and the NEC Handbook 
are available from the National Fire Protection Association 
(NFPA) ¢ 800-344-3555 or 508-895-8300 @ 

www.nfpa.org 


Photovoltaic Power Systems & the 2005 National Electrical Code: 
Suggested Practices, a downloadable 144-page PDF manual ¢ 
www.nmsu.edu/Research/tdi/public_html/Photovoltaics/ 
Codes-Stds/PVnecSugPract.html 


2008 NEC Proposals PDF * www.nmsu.edu/~tdi/pdf- 
resources /2008NECproposals2.pdf ic 
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gone BACKHOME to enjoy less complicated, more rewarding 
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Standards, Knowledge 


& Integrity 


A Basis for RE System Performance 


Don Loweburg 
©2006 Don Loweburg 


In addition to the solar resource available at a given site, 
many factors can affect overall system performance, the most 
important being component performance, system design, 
and installation integrity. In the past several years, extensive 
performance reviews of installed PV systems have been 
conducted, revealing systems that are “underperforming”— 
producing fewer kilowatt-hours (KWH) per year than 
expected compared to the module manufacturer’s ratings. 
Besides reflecting poorly on the industry as a whole, this issue 
is especially troublesome for installers, whose reputations and 
livelihoods rely on providing solid performance predictions 
for their customers. 


Module Performance 

The International Energy Association (IEA) reports that PV 
module underperformance has been a primary reason for 
poor system performance in the past, though they also note 
that there has been recent improvement. 

To address this, Chuck Whitaker, a consulting engineer 
at BEW Engineering, has recommended that the PV module 
rating method be changed to one that rates PVs at their 
minimum output, rather than at standard test conditions 
(STC), which are conducted at an air and cell temperature of 
77°F (25°C). He also has proposed that modules be rated to 
international standards certified by PowerMark Corporation, 
a nonprofit certification agency. 

“Currently, modules sold into California are provided 
with a power rating tolerance of up to plus or minus 10 
percent (though there has been recent improvement by some 
manufacturers),” he says. “This means that a module with an 
STC nameplate rating of 150 watts could have an actual rating 
between 135 W and 165 W, based on manufacturer factory 
testing. Due to market pressure and other circumstances, 
the actual rating of an individual module rarely meets, let 
alone exceeds, the nameplate rating—thus measured system 
performance continues to fall short of expectations. European 
procurements typically require a tighter tolerance (plus or 
minus 3 percent) than is normally provided in the United 
States.” 

In addition to lower-than-expected system performance, 
another issue is related to the systematic overrating of 
PV module output—the fact that PVs are sold to system 
integrators on a dollar-per-watt basis. Using Chuck’s example 
above, installers would be charged for a 150 W PV module, 


even though the real-world output may only be 135 W. Since 
system installers and designers are liable for their systems 
achieving specified performance levels (as they should be), 
they must factor in and design arrays with this overrating in 
mind to arrive at a desired system output. 

The lack of a U.S. module standard that reflects more 
accurate real-world performance is not due to a lack of 
effort. Many organizations have been working on standards 
and equipment certification for the past decade, including 
Interstate Renewable Energy Council (IREC), Sandia National 
Laboratories, PowerMark Corporation, and the Florida Solar 
Energy Center (FSEC). 

A report from IREC says that over the past ten years, 
efforts have been made “to harmonize U.S. and international 
standards on PV product certification and to replace U.S. 
standards with international standards.” Although the report 
also says that success has been limited, continued support 
of these efforts is essential because “uniform standards and 
uniform guidelines for effectively applying these standards 
serve the best interests of both consumers and the photovoltaic 
industry.” 

In general, modules supplied to Europe and Japan more 
accurately comply with their ratings than those sold in the 
United States. The German and Japanese markets have 
demanded this by having established more accurate rating 
standards. Until the U.S. market establishes a more accurate 
power rating standard, it will remain a venue in which 
module manufacturers can sell “underperforming” modules. 


Inverter Performance 

An inverter’s function is to efficiently harvest the direct 
current (DC) energy supplied by a PV array and transform 
that energy into an alternating current (AC) suitable for 
onsite loads or export to the grid. Because the DC energy 
input varies significantly over the course of a day, an 
inverter must be efficient over a wide range of power and 
temperatures. Additionally, because PV array output can 
change rapidly due to passing cloud cover, an inverter’s 
maximum power point tracking (MPPT) must be nimble but 
stable. 

With hundreds of thousands of inverters installed in grid- 
tied PV systems worldwide, there’s clearly a market for these 
products. However, no standardized method or testing body 
has existed to measure inverter performance. Now, Sandia 
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National Laboratories has developed an inverter testing 
method that addresses these performance issues. 

So far, the California Energy Commission (CEC), the 
organization that oversees the state’s solar incentive programs, 
has incorporated many elements of Sandia’s inverter rating 
protocol. Because the California PV market accounts for more 
than 50 percent of the U.S. market, the CEC has a tremendous 
opportunity to improve system performance numbers by 
establishing meaningful and accurate performance standards 
for critical system components. 


Intelligent Design 

Smart grid-tie PV system design involves matching 
accurately rated components, understanding the local 
solar resource, and integrating both of these elements to 
achieve a specific annual energy output. Here, a designer’s 
knowledge is crucial. Though components (inverter and PV 
modules, for instance) may be accurately rated, they could 
still be mismatched, resulting in less-than-ideal system 
performance. A designer must also understand high and 
low PV string voltage, upper and lower temperature limits, 
and module output voltage as a function of temperature. 
In addition, siting issues—including shading, array 
orientation, mounting angle, and mounting structure (roof, 
rack, building integrated)—affect system performance. 
Understanding these variables is paramount if maximum 
system performance is to be obtained. 

Numerous educational programs, such as those offered 
by Solar Energy International (SEI), teach this information. 
Additionally, the North American Board of Energy 
Practitioners (NABCEP) certifies PV installers, based both on 
demonstrated field experience and the ability to pass a written 
examination covering the theory and practice of PV design 
and installation. Proper training and installer certification 
can together raise the bar, resulting in better system design, 
yielding better system performance. 


Installation Integrity 

The final element necessary in achieving maximum system 
performance is installation integrity. These nuts and bolts 
issues include using proper roof mounting and flashing 
methods, leak-proofing, and specifying appropriate conduit, 
wire size, wire type, and approved cable termination. No 
less important is designing a professional layout of conduit, 
wireways, electrical panels, and junction boxes. Even when 
components are properly rated and the system design is good, 
poor installation can result in both unsafe and unsatisfactory 
system performance. 

There is a growing demand for accountability with respect 
to system performance. This is desirable for customers, 
incentive program administrators, and qualified installers 
who are concerned about how underperforming systems 
affect the industry. Given accurately rated components 
and a knowledgeable design approach, coupled with code- 
and safety-compliant installation methods, a qualified 
PV system installer should be able to design and install 
high performance and long-lasting systems that meet their 
predicted outputs. 
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Research Reports: 
International Energy Agency’s PV systems performance 
studies & database * www.iea-pvps.org / 


Performance Test Protocol for Evaluating Inverters Used in 
Grid-Connected Photovoltaic Systems ¢ www.bewengineering. 
com/docs/InvertrTestProto_041014.pdf 


PV Product Certification Standards * www.irecusa.org/ 
articles/static/1/binaries /PV_Prod_Cert_Standards_Feb06. 
pdf 


Sandia National Laboratories Balance of Systems & 
Distributed Energy Technologies ¢ 
www.sandia.gov/SAI/Balanceofsystems.htm 
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& Development * www.sandia.gov/pv/ 
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The Yawning Maw 


of Energy Transmission 


Michael Welch 


©2006 Michael Welch 


Much has been said about the Energy Policy Act of 2005 
(aka the Energy Bill), but little has been heard about some 
“minor” points included in the bill that could have major 
impacts on the environment, such as global warming, 
habitat fragmentation, stream pollution, and viewshed and 
wilderness destruction, as well as impacts on the future of 
renewable energy (RE). 

One of the things that made it into the final Energy Bill 
is the use of public lands by energy companies to transport 
their product from its place of production to its point of 
consumption. The bill requires federal agencies to designate 
new right-of-way corridors on federal lands for electricity 
transmission and distribution facilities, and oil, gas, and 
hydrogen pipelines. While there is still some demand for new 
pipelines, demand for electrical transmission lines is much 
greater—unfortunately, they come with coal-fired power 
plants to feed them. 


King Coal 

There is a lot of coal in the United States. Some say there 
is so much that we do not have to worry about electric 
power supply for the rest of the century. In fact, with the 
passage of the Energy Bill, lots of tax dollars are being 
spent on developing “clean coal” technologies. (This is 
doublespeak that really means “somewhat cleaner” than 
the old technologies.) The coal industry is pushing hard for 
more power plants to supply our needs, and is even hopeful 
that coal will someday provide liquid and gaseous fuels for 
other uses like home heating, hydrogen generation, and even 
producing a diesel-like fuel for vehicles. 

Montana alone, sparsely populated as it is, has five new 
coal plants in various stages of proposal or construction, with 
the possibility of more waiting in the wings. Are Montana’s 
energy needs so great it needs five new power plants? Heck 
no—the power is needed in the far-western states. But the 
coal is in Montana, and the companies want to build the 
plants near their fuel sources. No fewer than twenty new 
coal power plants are in various stages of actualization in the 
interior-western states. All have hopes of delivering electrical 
energy to other areas of the nation. Christopher Childs of 
the North Star Chapter of the Sierra Club says about 50 coal 
plants are planned in the Midwest, and 140 nationwide. 

But only so much capacity exists in present transmission 
lines and facilities. Part of the rush for building new power 
plants is because the first plants to go online will have dibs on 


the excess existing line capacity. Ones that come online later 
may be forced to deal with increasing the capacity of already- 
existing transmission facilities or building new transmission, 
which often means running new power-line corridors through 
public lands. And that is where the Energy Bill comes in, 
directing the federal agencies to work with stakeholders to 
propose and push for new transmission corridors, mostly into 
the far-western states. 


Environment Disturbed 

What is of concern is the impact on local environments and 
global warming. The new coal plants under consideration will 
have somewhat lower emissions than older plants, but will 
still release volumes of particulates and other local pollutants, 
as well as contribute to greenhouse gases and acid rain. 

If we are to avoid the catastrophic climatic effects 
predicted if global warming continues unfettered, we 
must move forward with RE and non-fossil fuel burning 
technologies. Coal makes up just over 50 percent of U.S. 
electricity production, yet contributes nearly 85 percent 
of electricity production’s carbon dioxide emissions. (An 
interesting aside: The Energy Bill—and its support of the 
fossil fuel industries—was passed shortly before politicians 
and the major media began earnestly discussing the effects 
of climate change and what we could be doing about it, and 


High-voltage transmission lines cut a swath 
through a scenic Northwestern forest. 
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just weeks before the global warming-enhanced Hurricane 
Katrina made landfall on the Gulf Coast.) 

But the lesser-known environmental problem involves 
a toll from building new transmission corridors. Getting 
electricity from the interior to the far-west states means 
significant transmission losses, and slashing through some 
of the most breathtakingly beautiful and pristine public 
lands in the West, including areas that could qualify as 
wilderness. Building these transmission towers, and stringing 
and maintaining the lines also calls for constructing access 
roads into remote sites. 

Is cheap energy worth cutting large swaths through some 
of our remaining wilderness? My first response was, “No 
way!”—especially considering that relying more heavily 
on cheap coal energy will make it still harder to switch to 
decentralized, local renewable energy. 


Enter Wind 

But coal is not the only cheap and plentiful energy source 
in the interior states, and the coal industry is not the only 
one pushing for more transmission capacity through public 
lands. The wind energy that many of us tout as an important 
solution to dirty fossil fuels, nuclear chain reactions, and 
global warming is plentiful in that region. 

The wind industry has wisely taken advantage of the “easy 
pickins’—the high-wind sites near existing transmission 
lines. Their next options are milder-wind areas with existing 
nearby transmission lines, and then high-wind sites that 
require new transmission lines to deliver the energy where 
it is needed. For sure, that 50,000-acre cattle ranch in central 
Wyoming won’t consume all the energy from one commercial 
wind generator, let alone the 50 that might be sited there—the 
energy must be delivered to markets that can use it. 

For many RE advocates with strong environmental 
concerns, the idea of building new transmission corridors is 
worse than unpalatable. But is bolstering the wind industry 
in these places important enough to justify the environmental 
impact of the new transmission lines needed to carry that 
energy? 

Certainly, adding wind energy into this issue makes 
the choice less cut and dried, but I think the answer lies in 
examining each proposed corridor individually. We need 
to accept or reject each based on its own environmental 
impacts—and weigh this against its potential merits. 

Unfortunately, the process set up by the Energy Bill is 
going to make that difficult. The federal agencies involved, 
including the U.S. Department of Energy, the Bureau of Land 
Management, and the U.S. Forest Service, in cooperation with 
the Departments of Commerce and Defense, have been jointly 
mandated to designate the corridors, without having to first 
determine whether or not the corridors are actually needed or 
desirable. As the first step toward the mandate, the agencies 
have already finished with public scoping sessions to get input 
into siting corridors, determining the environmental impact 
of the options, and identifying other possible problems. 
The energy industry, including the American Wind Energy 
Association, has weighed in heavily during these scoping 
sessions, and the West-wide Energy Corridor Programmatic 
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Environmental Impact Statement (PEIS) will be based on 
that input when it comes out in September or October, with 
the final EIS to be completed by August 8, 2007. All corridor 
sitings must still gain regulatory approval and must be able 
to meet all the other normal regulations and laws, despite the 
mandate for siting. 

Environmental groups are trying to figure out how to 
track the individual corridors in question, and how to choose 
which ones merit challenging. According to Christopher 
Childs, “Transmission to me is this sort of yawning maw 
into which one can imagine disappearing in the quest 
for information and comprehension.” Activists can use the 
corridor siting process as one means of fighting additional 
coal plants in their communities, but caution is called for, as 
many transmission lines will be carrying both coal and wind 
energy. Folks working on these issues also need to remember 
that improving demand-side management by increasing 
efficiency will go a long way toward supporting efforts to 
stop more power plants. 

We must find the way to ferret out the good from the 
bad, and figure out how to effectively voice our opinions and 
support for decentralized RE, while putting the brakes on 
the coal industry to let centralized wind take its place. Time 
will soon tell what corridors the government is planning, and 
what the impacts of each will be. Each of us in affected areas 
must take a good look at what is being done, and decide in 
each instance whether to challenge or let go of the issue. 
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Michael Welch, c/o Redwood Alliance, PO Box 293, Arcata, 
CA 95518 © 707-822-7884 © michael.welch@homepower.com ¢ 
www.redwoodalliance.org 


Sierra Club, North Star Chapter ¢ 612-659-9124 e 
www.northstar.sierraclub.org/campaigns/air/coal/ 


Western Resource Advocates ® 303-444-1188 ¢ 
www.westernresources.org 


West-wide Energy Corridor Programmatic Environmental 
Impact Statement ¢ http://corridoreis.anl.gov/ 
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Solar Collector 


lan Woofenden 
©2006 lan Woofenden 


Derivation: “solar” is from Latin solaris, of the sun; “collector” is 
from Latin colligere, to gather together. 

Modules and collectors are two entirely different 
technologies that both make use of the sun’s energy. Solar- 
electric (photovoltaic; PV) modules produce electricity, and 
solar collectors heat air or water. Residential solar collectors 
come in three categories—pool collectors, domestic hot water 
collectors, and hot air collectors. 

Pool collectors are usually either rows of black plastic 
pipe or molded plastic, or synthetic rubber mats with small 
tubes integrated into the mat. These collectors do not generate 
high-temperature water, but that’s not their job. Pools only 
need to be kept at about 80°F (27°C) for comfort. Heating to A flat-plate solar domestic hot water collector (left) 
this relatively low temperature is what these simple collectors and an evacuared tubeicolicctor(ngny: 
do best. A rule for system sizing is to use roughly the same 
collector area as your pool's surface area. 


A pump circulates water between the pool and the 

These roof-mounted polypropylene solar pool collectors collector when sensors indicate to a controller that the water 

offer a fast payback and easy installation. temperature in the collector is higher than that in the pool. 

Solar pool heating systems are some of the most cost-effective 

renewable energy systems available, perhaps only beaten in 

simplicity and effectiveness by a person getting warmed up 
by lying in the sun. 

Solar domestic hot water (GSDHW) collectors come in two 
types—flat plate and evacuated tube. In residential systems, 
both are designed to heat water for domestic uses, such as 
showering, and dish and clothes washing. They also can be 
used in conjunction with radiant floor space-heating systems. 

Flat-plate collectors are simpler and less expensive than 
evacuated tube collectors, but larger, bulkier, and heavier for 
the same output. They typically consist of insulated metal 
boxes with glass tops, with a grid of tubes bonded to an 
absorber plate inside. 

Evacuated tube collectors generally use double-walled 
glass tubes with a vacuum between the walls. A selective 
surface on the inner tube allows the sun’s radiant energy to 


Ciera ef ae 
/ / | r i ‘ i TAKA AN enter, but not so easily exit. The vacuum provides excellent 
‘ \\ insulation. Inside the tube, you'll find either water or a copper 
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absorber plate filled with a heat-transfer fluid. 

With either type of collector, heat is transferred from 
the collector to an insulated storage tank via pumps or by 
thermosyphon (passive transfer). Pumps can be powered 
directly by a PV module, or by AC or DC electricity from 
other sources. 


Courtesy www.solarexpert.com 
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Cutaway View of Sensors and controls operate a blower, which turns on 
= when the collector’s temperature is higher than the home’s 
Solar Hot Air Collector temperature. Colder air from inside the home is pulled into 
the collector, and heated air from the collector is vented into 

the room. 


Heating your home, pool, or domestic water with the 
sun’s energy can be cost effective and rewarding. After 
insulating your home and incorporating any passive solar 
Warmer Air Out design features, solar heating is an excellent next step. In fact, 
Double Glazing producing solar heat is generally more cost effective than 
producing solar electricity. There’s no shortage of sunshine— 
you just need to invest in the collectors to harvest the sun’s 
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Solar hot air collectors look very similar to flat-plate 
hot water collectors. But instead of containing plumbing, 


the insulated box has a suspended black absorber plate that } EVERYDAY 
allows air to circulate around it. Openings in the box accept 

ducting that is routed through a home’s roof or walls, and SPECIAL 
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Anti-Septic 


Kathleen Jarschke-Schultze 


©2006 Kathleen Jarschke-Schultze 


City folks send wastewater down their drains and to the 
sewers without a second thought. But when you live in the 
sticks, you usually have a septic tank. Typically, it’s a big 
concrete or steel tank buried in the yard that might hold as 
much as 1,000 gallons of water. Wastewater flows into the 
tank at one end and leaves the tank at the other. 

In the tank there are three layers. Anything that floats 
rises to the top and forms a layer known as the scum layer. 
Anything heavier than water sinks to form the sludge 
layer. In the middle is a fairly clear water layer. This body 
of water contains bacteria and elements like nitrogen and 
phosphorous, and is largely free of solids. As new wastewater 
enters the tank, it displaces the water that’s already there. 
This water flows out of the septic tank and into a drain field 
or leach lines. A drain field is made of perforated pipes buried 
in trenches filled with gravel. 


Meanwhile, Back at the Ranch 

Although my husband Bob-O and I knew what a septic system 
was, we did not know where ours was. When we bought our 
house in 1990, the couple we bought it from had lived in it 
years before. Then they had rented it out. They decided they 
did not like being absentee landlords and sold to us. 

Before we bought the house, we asked a lot of questions 
about it and they answered as best they could. But one 
question they could not answer was the location of the septic 
tank. They freely admitted that they had never had it pumped 
and neither had the owners before them. They could not even 
garner a good guess as to where it was. 


Septic Snaking 
Eventually, the plumbing clogged. I drove to town and rented 
a fairly hefty hand-crank drain snake. It was fifty feet long, 
and I had to pay out the whole length to clear the clog. This 
meant our septic tank was at least fifty feet from the toilet. 

Through the years this scene repeated itself. The line 
would clog and we would snake it clear. I always worried 
that a clog would happen that we could not clear—and then 
how would we find the septic tank? I asked Jerry at the rental 
store how I could find it. 

First, he asked if I could see the pipe leaving the house. 
I could, I said, in the crawlspace under the house, where all 
my plumbing adventures seem to take place. So, he says with 


Adventure 


authority, the pipe leaves the house in a straight line to the 
septic tank. This information does not make me happy. That 
would put the tank either under our woodshed or under an 
eight-module Wattsun dual-axis tracker. 

The dreaded day finally came. We could not snake the 
toilet line clear. We had to figure out where the septic tank 
was. It was beyond critical. On the Salmon River, we had a 
nice, two-holer outhouse, but here on the creek we have none. 
We did, however, have a five-gallon bucket, some sawdust, 
and a backhoe. Bob-O was considerate enough to buy me 
a toilet seat for the bucket. As it was springtime, using our 
emergency facilities was not unpleasant—just unhandy. But 
even though we cannot see any neighboring homes in our 
canyon, I still felt exposed. 


FORGET IT LADY, 
I'M NOTGOING 
DOWN IN THERE/ 
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Septic Sleuthing 

So I started calling septic-tank pumping companies to get 
pricing and scheduling options. Everyone had a hard time 
believing we had lived here for fifteen years and had never 
had the septic tank pumped. 

The guy at the first place I called balked when he found 
out how far in the sticks we lived. “I'll tell you how I would 
try to find the tank,” he offered. “First, just go outside and 
look at the land around your house. Just relax and look at it. 
Sometimes you can see subtle changes in the ground or lawn, 
like a slight depression or a line of ground a little deeper than 
the rest, running away from the house foundation.” 

“Oh,” I said brightly, “you mean be Zen about it.” 

There was a long pause, then, “Yeah, lady, be Zen.” He 
went on to tell me a second method. This involved getting a 
piece of rebar and shoving it into the ground every so often, 
listening for the end to clunk onto the concrete tank. 

“When did you say the house was built?” he asked. After I 
told him 1964, he said, “Well, back then they might have put a 
metal tank in there. If you hit the metal tank with the rebar, it 
will most likely go right through, and when you pull it out, it 
will smell bad. What are you going to do when you find it?” 

I told him that my husband had a backhoe and we were 
going to dig it up. He warned me that if it turned out to be a 
metal tank we should be extra careful digging, as the whole 
tank could collapse with rust and age. This did not sound 
good to me. 

I went outside and tried being Zen. It didn’t work. There 
is no flat ground around our house. 

I hired the next guy I called. I would have to wait two 
days, but he would come out and map our septic line to the 
tank. It would set us back US$350, but it had to be done, and 
quickly. 

He came out and shoved a line down the toilet. There was 
a light and camera on the end of the line, and we could see 
inside our septic line. When he had it down there a-ways, he 
went outside with something that looked like a metal detector. 
He waved it around and found the camera end through the 
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dirt. We started drawing a map, working slowly and stopping 
to map the line often. It did not run straight from the house. 
Just outside the foundation of the house it took a 90-degree 
turn and headed downhill. 

Everything was going—dare I say—swimmingly, when 
he encountered water. Well, liquid of some sort. He could not 
get a good reading from the sensor anymore. He was sorry, 
but that was as far as he could map. Before he left, he gave us 
his best guess as to where we might start digging. 


Diggin’ It 

We had decided it would be wiser to dig with shovels rather 
than the backhoe. We marked off a 4-foot-square area and 
started digging. Eureka! We found it! Our square overlapped 
the metal hatch plate by 2 feet. And, joy of joys, it was a thick, 
concrete tank. It was positioned halfway between our Genny 
DeeCee and the “yard bomb” (propane tank). We enlarged 
our hole and uncovered the hatch. Bob-O used a crow bar to 
pry it up. Yep, it was full—and disgusting. 

The next day we hired a septic tank pumper to clean out 
the tank. It was the Zen guy’s brother. He asked me, “When 
was the last time this was pumped?” I replied, “Never, to 
our knowledge.” He said he believed me. We were charged 
a little extra, as it was a might tougher to get all the old stuff 
out. Three hundred dollars, and an hour and a half later, it 
was done. 

It all turned out okay in the end. We are slowly replacing 
the old cast-iron sewer line with new plastic pipe and clean- 
out fittings. I have drawn a map of the sewer line and septic 
tank, and stapled it to our deed. We have marked the center 
of the tank hatch plate. Now, I’m not Anti-Septic, I’ve just had 
all the adventure I want on that score. 
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Kathleen Jarschke-Schultze is looking for the best method to 
germinate carrots in her garden in northernmost California. 
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My 4-year-old daughter crawled in 
bed with me at 3 a.m. Once awake, | 
couldn't help but think about how to 
provide sustainable energy for our 
home, which | am now rebuilding 
(down to studs; all new systems). 
The situation of peak oil and the 
dramatic changes that are coming 
in energy costs, not to mention how 
this will change our economy and 
lifestyle, 
and searching on the Web to see 
what | can do to ensure my family’s 
future in our home. 


is what really got me up 


Scott Russell’s article on home 


solar-electric system costs in HP109 
provided a good grounding and 
basic sense of direction to follow. 
I'm not able to go back to sleep 
yet, but your free article provided 
some peace of mind. 
subscription to Home Power. Thanks 
again—keep writing! 


I'll start my 


Roberto Miller « 
Mountain View, California 


Shari Prange’s sidebar, “Death of 
the Production EV,” in “My Solar- 
Electric House & Car,” (HP173) is a 
gross oversimplification as to why 
the pure electric vehicle (EV) has 
never made it into production here 
in the United States as in Japan. As 
a physicist and a lifelong student 
of energy, I’m concerned that your 
readers may come away from this 
article with a wrong impression. 
However, understand that l’m 
not against EVs. | drive a hybrid 
and think that the grassroots EV 
community is doing great work, 
particularly when the vehicles are 
recharged by renewable energy 
sources. 

While it is true that Detroit was 
never enthusiastic about the EV, and 
fought the California Air Resources 
Board mandate, the laws of physics, 
not failure of “will,” doomed the 
EV. If recharged with the grid, not 
by means of renewable sources, 
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= 
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7317 JACK NEWELL BLVD. NORTH, 
FORT WORTH, TEXAS 76118-7100 
TOLL FREE: 800.886.4683 
VOICE: 817.595.4969 FAX: 817.595.1290 
WEBSITE: WWW.EXELTECH.COM 


the overall well-to-wheel energy 
efficiency of an EV is a net loss to 
the environment compared to the 
internal combustion engine (ICE) 
vehicle. The overall efficiency of a 
gallon of fuel burned in an ICE is 
greater than that of a gallon of fuel 
burned in a utility power plant. 
Each time there is an energy 
conversion process, there is an 
inherent efficiency loss for the 
specific process. For the EV, the path 
is long and complex. Consider how 
many conversion process there are: 
fuel combusted to produce steam, 
steam turbine losses, generator 
losses, voltage step-up losses, long- 


range transmission line losses, 
voltage step-down losses, local 
transmission line losses, battery 


charging losses, battery efficiency 
losses, and finally electric motor 
efficiency losses. When added up, 
these losses exceed the single 
conversion loss of burning that 
gallon of fuel in an ICE. 
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It's worse than that. Because the 
efficiency is lower, the net creation 
of greenhouse gas on the planet is 
higher. While it may result in less 
pollution in downtown Los Angeles, 
a higher amount of pollution must be 
produced somewhere else, say the 
Navajo generating station in Page, 
Arizona, for example. It should also 
be noted that the use of hydrogen 
is not the answer either. Hydrogen 
should be regarded as an energy 
carrier and not an energy source, 
since there is no “free” hydrogen— 
it takes energy to produce hydrogen 
fuel. 

This takes us right back to 
the root problem: the need for 
conservation and the development 
of clean energy sources. For this, 
we need to develop the will to solve 
the problem. It’s hard to believe that 
a country that can start from scratch 
and put a man on the moon in less 
than ten years cannot apply the best 
scientists and engineers to come 


up with meaningful solutions to the 
energy problem just as quickly. 
Ed Marue « Tucson, Arizona 


Hi Ed, If the laws of physics doomed 
the EV, why didn’t the manufacturers 
present this information to CARB, which 
would have certainly dropped the Zero 
Emissions Vehicles (ZEV) mandate? The 
manufacturers never once claimed they 
were canceling their EV programs due to 
the vehicles’ inability to meet efficiency or 
emissions standards. Instead, they pleaded 
economic duress and lack of market 
interest. These excuses were supported 
only by cooked books that exaggerated 
manufacturing costs and by a strangled 
“marketing” program. How can a vehicle 
possibly gain wide acceptance if it is 
almost unobtainable? 

The numbers I have from the U.S. 
Department of Energy indicate that well- 
to-wheel efficiency for an EV is about 
17 percent, compared to 11 percent for a 
gas (ICE) car. That represents a 55 percent 
increase in efficiency, and includes all 


the losses along the way. In other words, 
extract two barrels of oil from the ground, 
and refine one into gasoline and use the 
other to generate electricity. Of the total 
(100%) potential energy available in each 
barrel of oil, 17 percent actually makes it 
to the wheels of the electric car, while only 
11 percent makes it to the wheels of the 
gas car. While refining gasoline is much 
more efficient than making electricity at 
the power plant, the greater efficiency of an 
electric motor in the car over a gas engine 
more than tips the balance. I can provide 
efficiency numbers for each step of the 
process. 

Of course, the electricity does not 
need to come from oil, or coal, or any 
specific source. The efficiency and emissions 
reduction is even better if the car is charged 
from a home renewable energy system. 

“Shifting the pollution elsewhere” is 
another myth. Electric cars are primarily 
charged overnight, when utilities have 
surplus capacity. The existing utility 
grid could easily support a very large 
number of EVs at present generating 
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Displays vital battery system data to help users 
provide better battery care, increase conservation 
awareness and aid system maintenance. 
° Volts * Amps * Amp-hours * Min/Max volts 
° Days since charged ¢ Battery % full 
* Remote locatable * About $169 

Bogart Engineering) « (831) 338-0616 

www.bogartengineering.com 
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BATTERY MONITOR: 
with a lot more stuff! 


Data logging, five customizable buttons and displays, 
audibe/visual alarms, three “amps”, input channels, 
relay control, computer interface 


The “System Sentry” feature of the 
PentaMetric records vital battery 
system data every hour. When your 
system is working OK you can just 
forget about it. If after some time 
your system seems fo be losing 
power or otherwise acting strangely, 
in 2 minutes you can download the 
data into your Windows computer— 


then email the result to your installer 
or other expert for analysis. 


Use your “Windows” computer fo read all the regular data and 
program all functions. The website has information for you techies 

on how to set up, graph and analyze the emailed data so you can 
diagnose most common system problems without travelling to the site. 


PentaMetric system with computer interface only is about $320. LCD 
Display unit (above) additional $199. See website for more info. 
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levels. In fact, charging EVs at night 
would allow the utilities to operate more 
efficiently, since they would not have 
to spool down and spool up as much for 
fluctuations in demand. EVs would serve 
as a load leveler. 

I fully agree with the statements about 
hydrogen, conservation, and developing 
clean energy. 

Shari Prange ¢ Electro Automotive 


On April 2, 2006, a severe storm 
passed through the area. Within 
a mile of my home, one person 
died and many were injured when 
a clothing store collapsed. Roads 
had to be closed due to debris and 
downed utility lines. The smell of 
natural gas was in the air. My entire 
town of Fairview Heights, Illinois, 
was without electricity. 

The storm rumbled through at 
5:20 p.m. My wife Julie was in the 
bathroom getting ready for work. | 
quickly ran an extension cord from 


the solar-electric system control 
center to the bathroom. | draped 
a light socket and cord over the 
existing light fixture, and installed 
a compact fluorescent bulb for her. 
Julie was able to complete her 
morning ritual. 

Expecting the electricity to 
be out for a long time, | ran an 
extension cord to the kitchen and 
another one to an upstairs bedroom. 
| also connected a radio and a TV. 
Due to the outage, our telephones 
didn’t work. We quickly drained the 
battery of our cell phone, and used 
electricity from the solar-electric 
system to recharge it. 

Because it was the first 
emergency situation since the 
solar-electric system was installed, 
| monitored the battery voltage until 
we went to bed. | also noted how the 
energy was used. Not knowing how 
long the utility would be out, we 
conserved our stored solar energy. 
As it turned out, we had plenty of 


RUGGED-DEPENDABLE 
HIGHER AMP HOUR 
SEALED MAINTENANCE 


FREE DESIGN 


Just what you would expect 
from Discover Battery 


- 2 Volt, 6'volt, 8 volt and 12 2 volt sizes. available 


— 


CENTRICPOWER 


discoversolar@centricpowergroup.com 
www.centricpowergroup.com/solar 


electricity for lights, TV, radio, and 
cell-phone charging. 

As a result of this real-emergency 
use of the system, I’ve decided to 
make a few improvements: 
¢ Make sure that all of the emergency 
light fixtures have on/off switches 
Keep adaptors with each extension 
cord, so that multiple devices can 
be attached to the end of each 
cord 
Keep all emergency items handy, 
so | don’t have to search for them 
at the time of the emergency 
Make sure that the batteries are 
maintained at a high level of 
charge, especially when bad 
weather is expected 
Modify the system to make it 
easier to switch in the backup set 
of batteries 

The system performed well in 
this emergency situation. However, 
it would be better to have a 
system large enough to power our 
refrigerator. Had the outage lasted 


850 E. Parkridge Ave. #114 * Corona, CA 92879 
951-808-4736 phone ¢ 951-808-4738 fax 
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longer, food would have spoiled. If 
an emergency were to occur on a 
cold night, it would be necessary to 
use the system to provide electricity 
to either the furnace or to our corn- 
burning stove. Currently, the system 
is not big enough to do that. 

Friends and relatives often 
question the usefulness of my 
small-scale solar-electric system. | 
certainly can’t claim to be saving 
money on my electric bill. With only 
one solar-electric module and four 
batteries, it doesn’t seem to have 
enough capacity to be of much use. 
But as | walked through my dark 
neighborhood last night, | noticed 
that most houses only had light from 
candles. One had a noisy, smelly, 
gas-guzzling generator. On the other 
hand, | had an abundance of light 
and a good supply of electricity for 
other appliances. I’d say that the 
system was worth the effort. 

John Dalhaus « 
Fairview Heights, Illinois 


mailboxecnomepower.com 


| read your article in HP773 about 
battery-powered lawn mowers and 
it brought to mind how | handle 
charging mine. Two years ago | 
decided to move the mower out of 
the garage to a shed away from the 
house. To charge it, | had to move 
it back to the garage to get the 
electricity. What a pain. | decided 
to add a solar-electric system to the 
shed, and bought a pair of small, 
12-volt, 5-watt modules. 

My mower is a Black & Decker. 
The wall wart is merely a 120 VAC to 
24 VDC transformer, and the charge 
control is built into the mower. | cut 
the wires from the wall wart and 
spliced the panels in series to the 
mower input connector. This should 
work for almost any device using a 
transformer on the wall, if the solar- 
electric module and transformer 
output voltage are approximately 
the same. 

Greg Sykora « Livermore, California 


Hi Greg, That should work fine as long as 
the module is small, and the mower does 
in fact have internal charge regulation. 
The mower has a sealed battery, and 
overcharging could damage the battery. 
If a cordless mower lacks internal charge 
regulation, then an external charge 
controller may be necessary. 

Michael Welch ¢ Home Power 


Somebody on a Web site | frequent 
claims solar-electric (photovoltaic; 
PV) modules are “horribly toxic” 
to manufacture. Can you address 
whether or not that is true? Thank you, 

Carl Chetlan ¢ via e-mail 


Hello Carl. Horribly toxic? That is a pretty 
subjective statement, and it is mostly 
touted by those with a vested interest in 
the “conventional” competition (like coal, 
oil, nuclear, natural gas), or by those 
who have made the mistake of listening 
to people with a vested interest in the 
competition. 


THERMOMAX.COM 


THE SOLAR WATER HEATING SOURCE 


Thermomax Evacuated Heat-Pipe Solar Collectors 
Thermo Technologies Temperature Differential Controllers 


Stieble Eltron Solar Tanks 


Please visit www.thermomax.com for our services and products 


5560 Sterrett Place, Columbia, Maryland 21044 


E-mail: info@thermomax.com 
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First, most new PV manufacturing 
plants comply with international 
manufacturing standards, 
environmental standards, among others. 
Keep in mind that there is no such thing as 
completely benign electricity generation. 
All forms of energy have their problems, 
and every power plant has used toxics in 
the manufacturing of its equipment. 

So what we really want to do is 
compare PV with the other technologies 
out there. If you add up the amount of 
energy that a PV module will produce 
over its lifetime and also add up the 
toxics and energy required to make it, 
and then compare that to other energy 
sources, you end up with the PV module 
producing less pollution per KWH than 
any conventional power plant. 

PV’s toxics are only produced in their 
manufacture, and almost all of that is 
because the energy for manufacturing 
mostly comes from conventional sources. 
A conventional power plant continues to 
produce toxic waste and greenhouse gases 
over its operational lifetime. 
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According to a report by the National 
“With 
assumed life expectancies of 30 years, and 
taking into account the fossil-fuel-based 
energy used in manufacture, 87 to 97 percent 


Renewable Energy Laboratory, 


of the energy that PV systems generate 
won't be plagued by pollution, greenhouse 
gases, and depletion of resources.” 

The same report goes on to say, “An 
average U.S. household uses 830 KWH of 
electricity per month. On average, producing 
1,000 KWH of electricity with solar power 
reduces emissions by nearly 8 pounds of 
sulfur dioxide, 5 pounds of nitrogen oxides, 
and more than 1,400 pounds of carbon 
dioxide. During its projected 28 years of 
clean energy production, a rooftop system 
with a 2-year energy payback and meeting 
half of a household's electricity use would 
avoid conventional electrical-plant emissions 
of more than half a ton of sulfur dioxide, 
one-third of a ton of nitrogen oxides, and 
100 tons of carbon dioxide.” 

PV manufacturing uses solvents, which 
is part of what the naysayers’ claims are based 
on. Solvents can be nasty, but they are also 


ACHIEVING ENERGY INDEPENDENCE 
through SOLAR, WIND, BIOMASS 
THE and HYDROPOWER 


HOMEOWNER'S GUIDE 


filtered and reused, and disposed of properly 
when no longer usable. The same or similar 
toxic solvents are used in manufacturing 
other electrical-generation equipment. 

So, what is the bottom line? If you want 
to be toxic- and pollution-free, don’t use any 
energy, do not drive a car, and do not fly or 
even take a bus. Heck, even manufacturing 
a bicycle produces some pollution. But if 
you want minimal environmental impact 
while still living a modern lifestyle, you can 
feel safe switching to PV instead of using 
nonrenewable electricity. 

Michael Welch * Home Power 


To send a letter to 
Home Power’s Mailbox, 
write to: 


mailbox@homepower.com 
or 
Mailbox, c/o Home Power 
PO Box 520, Ashland, OR 97520 


Published letters will be edited for content 
and length. Due to mail volume, we regret 
that unpublished letters may not receive 
a reply. 


Proven Strategies fora A Guide to Planning a 
Renewable Future he ea Healthy, Environmentally 
Craiq Morri A Comprehensive Guide to Solar Friendly New Home 
9 4 : Water and Space Heating Systems Achieving Energy Independence Alex Wilson 
How North America can learn Bob Ramlow through Solar, Wind, Biomass <i 
from renewable energy success with Benjamin Nusz and Hydropower Essential information for home- 
stories in Europe. $16.95 4 Dan Chiras buyers wanting to design and 
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The first professional book on solar 
water heating in 20 years. $22.95 


A vital quide for surviving coming fuel 
shortages by tapping into renewable 
energy resources. $27.95 
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build a new green home. 577.95 
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HOPLAND CA 


$3 billion in new 


energy incentives 


o. 26-4 


are bringing solar and 
other renewable technologies 
within reach of more 


Californians than ever before. 


50+ WORKSHOPS 
WORLD CLASS MUSIC & SPEAKERS 
ORGANIC FOOD & DRINK AND MUCH MORE. 


solar /wind / biodiesel /green building /food and fandiings /naturalhome 


SolFest is a benefit for The Real Goods Solar Living Institute, a California 501(c)3 corporation. 
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RE happenings 


U.S.A. 


Info on state & federal RE incentives. NC 
Solar Center * www.dsireusa.org 


Ask an Energy Expert. Online or phone 
questions to specialists. Energy Efficiency 
& RE Info Center * 800-363-3732 « 
www.eere.energy.gov/informationcenter 


Sandia National Laboratories PV systems 
Web site. Design practices, PV safety, 
technical briefs, battery & inverter testing « 
www.sandia.gov/pv 


CALIFORNIA 

Sept. 28-30, ‘06. West Coast Green. 
Green building conference & expo. 
Education, panels, home tours, 
keynotes. Info: 800-724-4880 « 
exhibit@westcoastgreen.com * 
www.westcoastgreen.com 


Arcata, CA. Campus Center for 
Appropriate Technology (CCAT), 
Humboldt State Univ. Workshops & 
presentations on RE & sustainable living « 
707-826-3551 * ccat@humboldt.edu 
www.humboldt.edu/~ccat 


Hopland, CA. Workshops on PV, wind, 
hydro, alternative fuels, green building & 
more. Solar Living Institute « 
707-744-2017 * sli@solarliving.org « 
www.solarliving.org 


COLORADO 

Aug. 7-14, ‘06. Paonia, CO. Camp-Us, RE 
camp for teens. Discover relationships 
between energy, nature, spirit, 
technology & social diversity. Hands-on 
activities, lectures & recreation. Info: 
970-921-5529 * hareef99@yahoo.com * 
www.youthcamp-us.org 


Sept. 16-17, '06. Fort Collins, CO. Rocky 
Mt. Sustainable Living Fair. Exhibits, 
workshops, RE, alternative vehicles & 
more. Info: Rocky Mt. Sustainable Living 
Assoc. * 970-224-FAIR « 
kellie@poudre.com * 
www.sustainablelivingfair.org 


Carbondale, Paonia & Denver, CO. 
Workshops & online courses on PV, solar 
pumping, wind power, RE businesses, 
microhydro, solar hot water, radiant 
heating, alternative fuels, green building 
& women’s courses. Solar Energy Intl. 
(SEI) * 970-963-8855 + 
sei@solarenergy.org ° 
www.solarenergy.org 


FLORIDA 

Melbourne, FL. Green Campus Group 
meets monthly at Florida Tech to discuss 
sustainable living, recycling & RE. Info 

& meeting times: hrobinson@fit.edu « 
http://my.fit.edu/~fleslie/GreenCampus/ 
greencampus.htm 


IOWA 

lowa City, IA. lowa RE Assoc. meetings. 
Call for times. I|-Renew * 319-341-4372 « 
irenew@irenew.org * www.irenew.org 


MICHIGAN 

West Branch, MI. Intro to Solar, Wind 
& Hydro. 1st Fri. each month. System 
design & layout for homes or cabins. 
Info: 989-685-3527 « 
gotter@m33access.com * 
www.loghavenbbb.com 


MONTANA 

Whitehall, MT. Seminars, workshops & 
tours. Straw bale, cordwood, PV & more. 
Sage Mountain Center + 406-494-9875 « 
www.sagemountain.org 


NEW MEXICO 

Oct.-Nov. & Feb.—Mar. each year. 
Deming, NM. Intro to Homemade 
Electricity course. Mimbres Valley 
Learning Center * 505-546-6556 ext. 103 « 
www.mvlc.us/MVLC-DABCC.htm 


Six NMSEA regional chapters meet 
monthly, with speakers. NM Solar Energy 
Assoc. * 505-246-0400 « info@nmsea.org ° 
www.nmsea.org 


NEW YORK 

Aug. 7-11, ‘06. Olivebridge, NY. 
Workshop: Designing & Building Natural 
Homes. Info: See SEI in Colorado listings. 


NORTH CAROLINA 

Beech Mt. & Fletcher, NC. '06 Wind 
workshops: Aug. 27 & Sept. 9, Intro to 
Small Scale Wind Energy; Sept. 22-23, 
Wind Resource Assessment; Oct. 21-22, 
Small Scale Wind Energy. Info: NC Small 
Wind Initiative, Appalachian State Univ. « 
828-262-7333 * wind@appstate.edu * 
www.wind.appstate.edu 


Saxapahaw, NC. Get Your Solar- Powered 
Home. Solar Village Institute » 336-376- 
9530 * info@solarvillage.com 
www.solarvillage.com 


OHIO 

Sept. 30-Oct. 1, 06. Athens, OH. Athens 
Area Sustainability Festival. Workshops 
on alternative building, RE & sustainable 
living. Arts & crafts, music & kids’ 
program * 740-674-4300 
fun@susfest.org * www.susfest.org 


OREGON 

Cottage Grove, OR. Adv. Studies in 
Appropriate Tech., 10-week internships. 
Aprovecho Research Center ¢ 
541-942-8198 * apro@efn.org ° 
www.aprovecho.net 


PENNSYLVANIA 

Sept. 22-23, ‘06. Kempton, PA. RE & 
Sustainable Living Festival. RE, natural 
building, etc. Speakers, exhibits, 
workshops, music, kids’ activities, food & 
more. Info: Midatlantic RE Assoc. « 
www.paenergyfest.com 


Philadelphia, PA. Philadephia Solar 
Energy Assoc. meetings. Info: 610-667- 
0412 * rose-bryant@verizon.com 


TENNESSEE 

Oct. 19-22, ‘06. Summertown, TN. 
Personal oil independence course. Grow 
your own fuels; put PV on your roof. Info: 
The Farm ° ecovillage@thefarm.org ° 
www.thefarm.org 


TEXAS 

El Paso Solar Energy Assoc. Meets 1st 
Thurs. each month. EPSEA « 915-772-7657 « 
epsea@txses.org * www.epsea.org 


Houston RE Group quarterly meetings. 
HREG * hreg@txses.org * 
www.txses.org/hreg 


WASHINGTON 

Oct. 7,06. Guemes Island, WA. Intro 

to RE workshop. Solar-, wind- & 
hydroelectricity, solar cooking & hot 
water. Classroom & tours. Info: see SEI in 
Colorado listings. Local coordinator: 

lan Woofenden ¢ 360-293-7448 « 
ian.woofenden@homepower.com 


Oct. 9-14, ‘06. Guemes Island, WA. Solar- 
Electric Design & Installation workshop. 
Comprehensive classroom and hands-on 
training on photovoltaics. Info: See above 
listing. 
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Oct. 16-21, ‘06. Guemes Island, WA. Solar 
Home Design & Natural Home Building 
workshop. Learn to design healthy, 
energy-smart homes. Classroom, labs, 
tours. Info: See above listing. 


WISCONSIN 

Custer, WI. MREA '06 workshops: 

Basic, Int. & Adv. RE; PV Site Auditor 
Certification Test; Veg. Oil & Biodiesel; 
Solar Water & Space Heating; Masonry 
Heaters; Wind Site Assessor Training & 
more. MREA * 715-592-6595 « 
info@the-mrea.org * www.the-mrea.org 


INTERNATIONAL 


Internet courses: PV, green building & 
intl. development. Solar On-Line (SOL) « 
720-489-3798 * info@solenergy.org * 
www.solenergy.org 


Internet courses: PV Design & Solar 
Home Design. Solar Energy International 
online. Info: See SEI in Colorado listings. 


CANADA 

Sept. 24-Oct. 1, '06. Peterborough, 
Ontario. Intl. Straw Bale Building Conf. 
Info: ON Straw Bale Bldg. Coalition ° 
www.strawbalebuilding.ca 


British Columbia. BC Sustainable Energy 
Assoc. meetings at chapters throughout 
province * www.bcsea.org/chapters 


Calgary, AB. Alberta Sustainable Home/ 
Office. Open last Sat. of every month, 1-4 
PM, private tours available. Cold climate, 
conservation, RE, efficiency, etc. « 
403-239-1882 * j}do@ecobuildings.net « 
www.ecobuildings.net 


CHINA 

Oct. 24-27, '06. Beijing. Great Wall World 
RE Exhibition. Bringing together power 
executives, regulators, RE experts, 
suppliers & investors. Info: Skizttly Zhu « 
86-10-62-180-145 * registrar@gwref.org ° 
www.gwref.org 


Oct. 31-Nov. 2, 06. Beijing. China Intl. 
RE Equipment & Technology Exhibition 
& Conf. Promotes RE & technology in 
China. Info: Goodwill Intl. Conference 
& Exhibition Co. * 86-10-84-518-321 « 
bjgoodwill@263.net 


GERMANY 

Sept. 4-8, ‘06. Dresden. European PV 
Conf. & Exhibition. Info: WIP-Munich « 
49-89-720-12-735 « 
pv.conference@wip-munich.de * 
www.photovoltaic-conference.com 


RE happenings 


Sept. 28-Oct. 1, 06. Augsburg. RENEXPO 
2006. Exhibits & congress; latest trends 
& developments in the RE industry. Info: 
Erneuerbare Energien GmbH * 
49-7121-3016-0 * www.holz-energie.de 


INDIA 

Nov. 6-8, ‘06. New Delhi. World 
Wind Energy Conf. Info: World Wind 
Energy Assoc. * 49-228-369-40-80 + 
secretariat@wwindea.org * 
www.wwindea.org 


ITALY 

Nov. 16-18, ‘06. Milan. PV Tech Expo. 
Conf. & exhibit for the PV manufacturing 
industry. Info: ArtEnergy Publishing * 
39-02-66-306-866 * info@pvtech. it + 
www.pvtech. it 


NEPAL 

Kathmandu. School of RE Ltd. « 
97-701-424-4003 * sre@nepalmail.com 
www-.sre.org.np 


NICARAGUA 

Jan. 8-19, 07. Managua. Solar Cultural 
Course. Lectures, field experience & 
ecotourism. Richard Komp » 
207-497-2204 * sunwatt@juno.com « 
www.grupofenix.org 


Send your renewable energy event info 


to happs@homepower.com 


adopt a library! 
Wr 


with kerosene lamps, 


LED LIGHT BULBS 


Save Over 80% On Your Lighting Bill 
60,000 Hour Bulb Life (et) 
2-year Warranty * .@). UL Listed 


we went to our local 
public library looking 
for a better way to 
light up our nights. We 
found nothing about 


small-scale renewable energy. As a result, one of the first eat area el 


nbient light 


things we did when we started publishing Home Power “wats ° White 


nineteen years ago was to give a subscription to our local 
public library. 


If you’d like to do the same for your public library, we'll split 
the cost of the subscription with you. Inside the U.S., you pay 
$12.50 and we'll pay the rest. Outside the U.S., the same offer 


stands, so call us for rates. 
— Richard Perez, Publisher 


pee 


Eligible libraries must be open to the general public. 
Please confirm your library’s interest before signing them up. 
800-707-6585 or 541-512-0201 © subscription@homepower.com 


These bulbs fit most standard fixtures. 
Additional sizes and voltages available. 
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readers’ marketplace 


HYDROELECTRIC SYSTEMS: Pelton 

and Crossflow designs, either complete 
turbines or complete systems. Assistance 
in site evaluation and equipment 
selection. AC Systems for standalone 

or grid interconnect operation. 
Manufacturing home and commercial 
size turbines since 1976. Send for a free 
brochure. Canyon Industries Inc., P.O. 
Box 36 HP, Deming, WA 98244, 360-592- 
5552. e-mail: citurbine@aol.com web 
page: canyonhydro.com * HP11402 


EARTH SHELTERED DOME 
CONSTRUCTION MANUAL makes it 
easy & Very affordable to build your own 
ferrocement home www.2BbyD.com * 
HP11403 


COSOLAR.COM discount prices from 
Colorado Solar Electric. OutBack Inverters 
in stock 1-800-766-7644 » HP11404 


SINGLE AND DUAL AXIS SOLAR 
TRACKER CONTROLS up to 48V and 
5A output. www.theanalogguy.com * 
HP11405 


ECOMALL: The largest environmental 
portal of earth-friendly companies and 
resources. Renewable energy companies, 
news and information. www.ecomall. 
com. To advertise, call 845-679-2490 + 
HP11406 


LARGE GAS REFRIGERATORS 12, 15 & 
18 cubic foot propane refrigerators. 15 
cubic foot freezers 800-898-0552 Ervin’s 
Cabinet Shop, 220 N County Rd. 425E., 
Arcola, IL 61910 * HP11407 


XXXXXXXUNI-SOLAR XXXXXXXX 
XXXXXX 64 Watts $359 XXXXXXXX M55 
Siemens panels $260/SO 80 watts $350. 
New 1500 AH Absolight 12V batteries 
$1900. TraceX SW5548 $2450. Ex 2KW 
inverter SB $850. Buy, sell New/Used 
760-949-0505 * HP11408 


PORTABLE AND STANDBY 
GENERATORS from Honda, Yamaha, 
Subaru, Kipor, and More + Wireless 
Remote Start Available. www. 
hayesequipment.com 1-800-375-7767 * 
HP11409 


DC SUBMERSIBLE WELL PUMPS. 
Complete, ready to install. $219 includes 
IMMEDIATE FREE SHIPPING. Visit 
www.nemosolar.com or call 
1-877-684-7979 * HP11410 


| AM A SOLAR WHOLESALER looking 
for retailers to carry my solar electronic, 
educational & hobby goods. Phone # 
(916) 486-4373. Please leave message ° 
HP11411 


TRINIDAD COLORADO: Get more out 

of life and your money with this active/ 
passive, 2000 SF home, 2bedr 1 & 1 3/4 
baths on 40 private acres. Built in 2003. 
$350,000. This and more solar-powered 


homes can be found at www.SolarRealty. 


net. (970) 728-3205, 1-800-571-6518. The 
worlds only Solar-powered real estate 
office, John Janus, Broker * HP11412 


EDTA RESTORES SULFATED BATTERIES. 


EDTA tetra sodium salt, $16/lb. plus $6 
S&H for 1st Ib. plus $2 S&H for each 
additional Ib. Trailhead Supply, 325 E. 
1165 N., Orem, UT 84057, (801) 225 3931, 
email: trailheadsupply@webtv.net, info. 
at: www.webspawner.com/users/edta * 
HP11413 


AFFORDABLE-SOLAR.COM Grid Tie 

- Off Grid. Solar Panels, Inverters, 
Energy Efficient Appliances, Friendly 
Knowledgeable people, Fair Prices. Look 
us up on the web at www.Affordable- 
Solar.com or call Toll Free 1-800-810-9939 « 
HP11414 


SOLAR HEATERS FOR SALE! Get free 
heat from the sun for your home, office, 
garage, etc. Visit us today at www. 
hotboxsolar.com or by phone at 1-607- 
731-2741. HotBox Solar. 263 Glenwood 
Ave. Elmira Heights, NY 14903 * HP11415 


SOLAR POWERED COMMUNITY, build 
your own solar-powered home, central 
Nevada, sunshine, low humidity, high 
desert, beautiful mountains, 40 acres 
from $16,000. Terms, www.earthloving. 
com, 775-374-1389 * HP11429 


VARI-CYCLONE: DC powered ceiling 

fan, 40% more airflow with no increase 

in power consumption. For more 

info contact RCH Fanworks, the #1 
manufacturer of DC powered ceiling fans, 
2173 Rocky Crk. Rd. Colville, WA 99114 
PH: 509-685-0535, email: 
info@fanworks.com, Web: 
www.fanworks.com, Dealer inquiries 
welcome. * HP11416 


SURVIVAL UNLIMITED.COM - Emergency 
Preparedness & Survival Supplies. 

Wind Power from 439.00+. Many great 
products & prices! 1-800-455-2201 
www.survivalunlimited.com * HP11417 


WWW.EARTHTOYS.COM - Online library 
and emagazine all about alternative 
energy systems and equipment ¢ 
HP11418 


Help for DIY HYDRO! 66+ Custom 
TURBINES, 82-400mm diameter, cast 
aerospace alloy or molded plastic from 
$120 www.h-hydro.com * HP11419 


WIND POWER - SOLAR PV - SOLAR 
HOT WATER - SOLAR WATER PUMPING 
BIODIESEL - LED LIGHTING - Edmonton 
AB Canada 780-466-9034 
www.trimlinedesigncentre.com * 
HP11420 


SOLAR CELLS New 5” monocrystal 

50 per pack - 125 watts $150.00 make 
your own solar panels email for specs: 
none1120@juno.com * HP11421 


OVERSTOCK LIQUIDATION! HOME / 
FARM ELECTRIC WINDMILLS! Mfg’s 
Cancelled Order: Save 50%+. Brand New 
Air-O-Power systems: turbine, tower, 
controller, & on / off grid inverter. Limited 
sizes, quantities. 2kw - 20kw originally 
from $13,800.00, now from $5,975.00. 
www.emarkelectric.com. Factory Direct: 
1-800-973-WATT. MUST SELL! * HP11425 


DELUXE PROPANE REFRIGERATORS. 
Large 15 & 18.5 cubic ft sizes. Save-Buy 
direct. High quality, proven performance. 
FREE SHIPPING. Request free brochure: 
(888) 607-1110. E-Z Freeze Mfg. 9419 W 
1350 N, Napanee, IN 46550 * HP11435 
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WANT TO LIVE RENT-FREE - anywhere 

in the world? There are empty homes in 
every state and country, and property 
owners are looking for trustworthy 
people to live in them as property 
caretakers and housesitters! The 
Caretaker Gazette contains these property 
caretaking/housesitting openings in all 50 
states and foreign countries. Published 
since 1983, subscribers receive 1,000+ 
property caretaking opportunities 

each year, worldwide. Some of these 
caretaking and housesitting openings 
also offer compensation in addition to the 
free housing provided. Short, medium 
and long-term property caretaking 
assignments are in every issue. 
Subscriptions: $29.95/yr. The Caretaker 
Gazette, PO Box 4005-E, Bergheim, TX 
78004. (830) 336-3939. www.caretaker.org * 
HP11422 


ENGINEERING SOFTWARE PROVIDES 
ENGINEERING E-SOLUTIONS FOR 
ENERGY CONVERSION SYSTEMS. Free 
e-material is available at 
http://members.aol.com/engware * 
HP11423 


HYDROS, P.M. BRUSHLESS DC units with 
Harris housing and wheel. Up to 70% 
efficiency. From $1350. 
www.homehydro.com 707-923-3507 CA « 
HP11424 


AUCTIONS AND STORES FOR ALL AE 
PRODUCTS AND SERVICES: www.tedjec. 
com/auctions/ * HP11426 


LOWEST COST PV ON EARTH-Nano 
Tech is Here. 435-867-8514/702-300-6925 
smithja@sisn.com * HP11427 


SAVE 80% HEATING WITH SOLAR 
Replace fossil fuels with free heat from 
the sun. Evacuated tube packages for 
domestic hot water and space heating. 
E-mail sales@maslintechnology.com * 
HP11428 


DIFFERENTIAL TEMPERATURE 
CONTROLLER for solar heating is 

12VDC PV powered! Simple hookup and 
operation. Switches up to 6Amps. $83.99. 
www.arttec.net/dtc * HP11430 


VERMONT HOME FOR SALE, SOLAR/ 
HYDRO 12 acres, jpsnjar@vermontel.net 
802/672-4144 * HP11431 


HUGE $ SAVINGS BY RECONDITIONING 
YOUR BATTERIES, eliminate water loss, 
and extend the life of your NEW batteries 
with environmentally safe chemical 
treatment. Details @ 
www.hyperpowerusa.com or 
661.609.1069 » HP11432 


PRESCOTT AZ. Hilltop Solar Home on 10 
Acres in sunny AZ. Please view the virtual 
tour www.homedebut.com #255726 
Please call Nancy Thompson at Keller 
Williams Realty 1-800-399-4111 * HP11433 


AFFORDABLE BIOGAS. Fiberglass 
gasholder fits standard concrete castings. 
Digests manure, lawn clippings, garden 
waste. Our biogas appliances cook, heat 
water, light your home. 

http://www. flinthillsdiesel.com * HP11434 


ETAPUMP Solar Water Pump, 
Controllers, 8 BP panels still in 
box.$5,000.obo 5419342140 * HP11436 


Rates: 25¢ per CHARACTER, include 
spaces & punctuation. $20.00 
minimum per insertion. All Readers’ 
Marketplace ads are published in both 
the print and Web versions. Please 
send a check or Visa, MasterCard, 
American Express, or Discover card 
data with ad. Please, no money orders. 
We do not bill Readers’ Marketplace 
ads; they must be paid for in advance 
of publication. Your cancelled check 
or credit card bill is your receipt. 


Submit your ad by: 


E-mail: (preferred) 
readersmarketplace@ 
homepower.com 

Fax: 541-512-0343 
Phone: 800-707-6585 or 
541-512-0201 


Help us prevent fraud! Home Power 
Readers’ Marketplace ads_ from 
individuals must supply serial number(s) 
for equipment being sold. Businesses 
must supply published phone number(s) 
and a physical address. While Home 
Power is doing everything we can to 
prevent fraud, we can assume no 
responsibility for items being sold. 


www.homepower.com 
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solarthermal.com 


SOLAR WATER HEATING 


IT’S ALL IN THE 
VACUUM 


SOLAR RADIANT FLOOR 


Save up to 80% 
on heating bills 
Commercial « Residential 


25 years 
of/industry/ leadership 


THE NEW SOLAMAX SYSTEM 
Direct flow design * Lower cost 
Highest performance 


THERMOMAX 


250.721.4360 
zev@solarthermal.com 

Toll free fax and mess’g 
1.888.923.9443 

Ask About Dealerships 


installers directory 


Do you want a renewable energy system, but don't want to install 
it yourself? You deserve a system that meets your expectations and 
budget! A renewable energy professional will design and install a safe, 
code-compliant system, and offer you service and support after the sale. 
Check out the installer listings below. 


@ 


REMOTE 
POWER, 
INC. 


G.S.W, wanet-sur 
POWER SYSTEMS 


CRO 
ELECTRIC 
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Home Power does not guarantee the quality provided by the businesses listed below— 
please shop carefully, request references and certifications, and compare. 


Alaska 


ABS Alaskan, Inc. Anchorage — Fairbanks — Renton, 
WA Battery systems, Remote power systems, RE systems. 
OEM design and fabrication. Consultation & design, sales, 
installation, & service for solar, wind, hydro, and hybrid 
components and systems since 1989. Web — www.absAK.com. 
Toll free (800) 235-0689 or (800) 478-7145, 

email jim@absAK.com. 


Remote Power Inc, Greg Egan, President. Licensed 
electrician. Factory trained Outback and SMA installer. MREA 
trained wind system installer. Design, installation, sales & 
service of wind, pv, & hydro systems. We have affiliated 
installers statewide. Bush jobs no problem.We stock inverters, 
PV panels, meters, controllers & more at our shop near 
Fairbanks. Call 1-888-257-3639 or 1-907-457-4299 


Arizona 


Architectural Solar Associates, Flagstaff, AZ. PV 
solar & wind electric systems (residential & commercial 
intertie & battery) 25 year old Green Architectural Design 

& Construction firm. Dedicated, knowledgeable, trusted, 
professional. We help w/all power company, state & federal 
credits & rebates. Cont. Lic# ROC172093 Carl@aeaassoc.com 
1-877-602-0008 or 1-928-214-0005. www.aeaassoc.com 


Generator Solar & Wind Power Systems Design, 
Sales, installation & maintenance. Off-grid & grid-tied, prime 
power or back-up. Complete systems, hybrid systems, or sub 
systems & components. We can do it. Covering all of Arizona 
& dedicated to helping all present & potential customers. 
Ralph Odonnal, license # ROC203166, (928) 300-4067, 
altpwrsys@hotmail.com 


Good Power Com any, Residential & commercial 
utility interface or stand alone. Solar, wind & motor generator 
hybrid systems. Solar water pumping & lighting. Licensed 
contractor for ALL of Arizona. Free estimates. Call for prompt 
courteous design, sales, installation, service or repair. Toll free 
(866) 800-6161, (520) 560-3856 info@goodpowercompany.com. 
References. ROC195768 ROC200845 


IDC Solar Exclusive products like the Guy-wireless Wind 
Tower, the Modular Wiring Unit and the Automatic Battery 
Watering System, make IDC Solar’s renewable hybrid energy 
systems advanced, to code, and worry free. We are licensed 
for all commercial and residential renewable energy devices. 
We install both locally and nationally. 1 (928) 636-9864 
www.idcsolar.com /idcllc@northlink.com 


Northern Arizona Wind & Sun, of Flagstaff, 
Arizona, has designed and installed thousands of solar 
electrical systems since 1979. Call or email us for a design 
quote for Residential Utility Tie, Remote Home, Water 
Pumping, or Telecommunication System at 800-383-0195, 
email windsun@wind-sun.com, or visit our website at http:// 
store.solar-electric.com/index.html. Licensed #ROC 089239. 


California 


Acro Electric is a full service, turn-key, res.& comm. solar 
electric contractor. We design, install, & handle all necessary 
CEC, utility forms and contracts. Quality installations are 
backed by 32 years electrical experience. Approved by the 
League of California Homeowners (www.homeowners.org) 
& Better Business Bureau (www.midcalbbb.org). Free site 
analysis & brochure. (866)711-ACRO ¢ www.acroelectric.com 
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California, cont. 


Akeena Solar is the nation’s largest residential solar 
electric installer with two NABCEP-Certified PV Installers on 
staff. Our design/build services coupled with our complete 
financial analyses, based on actual site conditions, support 
our growing list of satisfied customers in making the switch 
to clean reliable energy. Serving CA, NJ, MA, RI, CT, & NY. 
Visit www.akeena.net or call 888-akeena-8 


Carlson Solar. has been serving Southern CA since 

1988. We are a licensed, bonded, and insured solar-electric 
installation company, specializing in both grid-tie and off-grid 
systems. We are NABCEP certified and take great pride in our 
excellent customer service. Saving the environment one house 
at a time. Call toll-free 1-877-927-0782 or visit us at 
www.carlsonsolar.com 


Cobalt Power Systems Inc. is a full-service, licensed 
installer of PV systems in the SF Bay Area. We offer free 
consultations, detailed proposals, professional system design 
by an electrical engineer, expert installations, and competitive 
pricing. We handle all the paperwork for the client, and we 
oversee all inspections. Please contact us at 650-948-9574 or 
www.cobaltpower.com. 


Electron Connection Licensed in CA and Oregon. 
NABCEP Certified installer. Serving northernmost California 
and southern Oregon. PV, wind, microhydro installs. 

(800) 945-7587 email: bob-o@electronconnection.com, 
www.electronconnection.com CA Lic. #613554 


Empower Energy, Southern California. We design, 

sell, install, & service high quality residential & commercial 
solar electric generation systems. Specializing in grid-tied 
and remote stand-alone systems. Make renewable energy a 
responsible and cost-effective part of your home or business. 
Free project estimate 800 494-2366 empowerenergy.net 
info@empowerenergy.net. Licensed since 1995, #711993 


Feather River Solar Electric Bill Battagin of 
Taylorsville has been designing, installing and servicing 
renewable energy systems since 1982. PV, micro-hydro, 
hybrids; grid intertie or stand alone systems. CA Elect.1 Lic. # 
874049, Outback Cert. Tech. We live and work with RE. 
Serving Plumas, Lassen, Sierra, Butte Cos. 530.284.7849 
frenergy@psln.com, www.frenergy.net 


Independent Energy Systems, Serving the 

Santa Cruz/Monterey Bay Area. We specialize in design, 
installation and sales of residential/commercial PV systems. 
Our mission is to provide our friends in the community an 
opportunity to become part of the future in renewable energy. 
We are based in Santa Cruz, we love what we do and it shows 
in our work! Ph: 831-477-0943 or visit www.iesolar.com 


Michael Symons Electric, C-10 licensed electrical 
contractor. NABCEP certified installer. We design, sell, install 
& service both commercial & residential Photovoltaic systems 
since 1982. We specialize in grid-tie and stand alone off grid 
systems including solar wells. We are located in East San 
Diego County serving Southern California and Baja California 
Norte. Ph: 619-468-3277 or E mail symonselectric@aol.com 
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OWENS ELECTRIC 


California, cont. 


Offline Independent Energy Systems, Since 1983. 
An electrical contracting co., we specialize in utility intertie 
(with state rebate & net metering) & off grid systems. Owned 
& operated by Don & Cynthia Loweburg in Central CA East 
of Fresno. Don Loweburg NABCEP Certified Installer. POB 
231, North Fork, CA. 93643, (CA lic# 661052) ph 559 877 7080, 
fx 559 877 2980, ofln@aol.com www.psnw.com/~ofln 


Owens Electric & Solar, Quality energy solutions 
since 1964. Full services including solar electric, solar thermal, 
& solar pool heating installations for residential & commercial 
projects. Wide range of electric water heating & home heating 
solutions. Licensed, bonded, certified & insured C-10 
Electrical Contractor (#464389) serving northern CA 1-877-57- 
SOLAR, info@owenselectricinc.com, www.owenselectricinc.com 


Solar Electrical Systems, Southern California’s largest 
solar electrical integrator of custom residential & commercial 
photovoltaic systems. We provide a superior support staff for 
the Architect, General Contractor, Remodeling Contractor or 
homeowner, including fast email response of a solar electrical 
system with a CAD layer including quote & current tax 
benefits. www.solarelectricalsystems.com (866) 74-SOLAR 


Solar Wind Works specializes in consultation, 

sales, design, service, & installation of complete RE 
systems. US Distributor for Proven Wind Turbines. 

We supply all components. Grid-connected or grid- 
independent. Truckee, CA 530-582-4503, 877-682-4503, 
NABCEP Certified Installer. CA Contractor’s Lic # 796322 
chris@solarwindworks.com, www.solarwindworks.com 


Canada 


Energy Alternatives has been serving Canadians for 
over 20 years. A licensed electrical contractor (BC Lics # 
86683) with professional installers throughout Canada. Expert 
consultation & design services, turn-key installed systems 

or DIY packaged system kits. Extensive inventory for fast 
delivery. Visit www.Energy Alternatives.ca, Call 
1-800-265-8898. Canadian dealer inquiries welcome. 


Natural Power Products is Ontario’s leading supplier, 
retailer and installer for solar, wind, domestic hot water, and 
other renewable energy technologies. Complete design and 
turn-key packages for home, cottage, rural, businesses etc. All 
applicable codes are adhered to and inspected by ESA. Visit: 
www.npp.ca e-mail: info@npp.ca call: (519) 504-1600 


Colorado 


Burnham-Beck & Sun, Solar & Wind Energy Systems. 
Located in Fort Collins, Colorado, we make site evaluations, 
system designs, and installations in Northern Colorado, 
Southern Wyoming. We drop-ship equipment anywhere in 
the US. Retail products include PV modules, wind turbines, 
inverters, batteries, efficient appliances. 970-482-6924. mailto: 
BurnhamBeckSun@aol.com. www.burnhambeck.com 


Namaste Solar Electric Inc., designs, sells, installs & 
services residential & commercial solar electric systems; over 
10 years experience. Grid-tied & stand-alone systems in CO 
& neighboring states. We live with the technologies we sell & 
we stock our home-tested products. Our guiding principles: 
People, Planet, Prosperity. (303) 447-0300 Fax (303) 443-8855 
www.namastesolar.com ray@namastesolar.com 


Simple Solar Systems is your full-service provider 
of consultations, designs, sales, and installations of 
residential and commercial solar electric systems. Grid-tie 
or Stand Alone. 15 years in the industry. Together, let’s live 
consciously for our planet. Licensed and Insured. CoSEIA 
and NABCEP Certified Installer, Joe Callahan (303) 541-9852 
joe@simplesolarsystems.com www.simplesolarsystems.com 


Solar Solutions Ltd. provides photovoltaic, wind & 
hybrid power systems & components for stand alone systems, 
grid tied, RV’s & remote water pumping. Committed to 
providing the highest quality service & customer satisfaction. 
A proud member of Colorado SEIA and a lifetime member of 
the Colorado RE Society and ASES. Xantrex Certified Dealer. 
888 44solar or 888 447-6527 www.solarsolutions.com 
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Connecticut 


Sunlight Solar Energy, Inc. Milford, Connecticut. 
The state’s largest grid tied residential design & installation 
company. We take care of the Connecticut Clean Energy 
Fund, Utility & local building paperwork. Everything to get 
your meter spinning backwards. Our specialized installers 
are nationally certified. Call for info & a reference from your 
neighbor. www.sunlightsolar.com. 203-878-9123 


Florida 


ECS Solar Energy Systems (tel) 352-377-8866 www. 
ECS-solar.com / tom@ECS-solar.com We service FL, the 
Caribbean and the Southeastern U.S. FL's first solar contractor 
since 1977. Solar pool heating, hot water, and electric systems 
-commercial & residential. Solar lic. # CVC056643 Florida 
state certified for "grid-connected" systems. Contact us now 
to receive a free solar informational booklet. 


Georgia 


SC Solar designs/installs PV systems—tresidential, US 
military, solar lighting, water pumping, traffic management 
power systems. Solar thermal & micro hydro. Custom UPS 
systems for off grid. Installation area: NC, SC, VA, GA, TN, & 
Mexico. For more info & credentials: 803-802-5522 
www.scsolar.com CCR# & Cage Code #1SLJ5. 


Idaho 


Creative Energies Eastern Idaho’s premiere full-service 
RE company. Solar & wind power for remote cabins, homes & 
ranches, utility grid-tied solar & wind power, solar hot water 
& heating, solar water pumping & passive solar home design. 
We custom design a system that fits your needs & budget. 
Trace certified dealer. Phone/fax: 208-354-3001 toll free 866- 
332-3410 info@cesolar.com * www.cesolar.com 


PowerTomorrow designs and installs the Power of 
Tomorrow—Today! Specializing in the design & installation 
of solar hot water & home heat, photovoltaic, & wind power 
solutions for your residential and commercial needs. As 

seen on ABC’s “Extreme Home Makeover”. Since 1982, fully 
insured. Call 877-427-7767, or visit www.powertomorrow.com 


Mexico 


SC Solar designs/installs PV systems—residential, US 
military, solar lighting, water pumping, traffic management 
power systems. Solar thermal & micro hydro. Custom UPS 
systems for off grid. Installation area: NC, SC, VA, GA, TN, & 
Mexico. For more info & credentials: 803-802-5522 
www:scsolar.com CCR# & Cage Code #1SLJ5. 


Michigan 


Backwards to the Future Ltd, installing, designing 
and supplying solar equipment since 1986. OEM supplier of 
evacuated tube heat pipe technology for DHW & hydronic 
heating. Systems building integration by joint venture with 
registered architect. State licensed residential builder & solar 
mechanical contractor. POB 409 Fennville MI 49408 

tel: 269 2366179 email: info@BTFsolar.com www.BTFsolar.com 


Missouri 


PowerTomorrow designs and installs the Power of 
Tomorrow—Today! Specializing in the design & installation 
of solar hot water & home heat, photovoltaic, & wind power 
solutions for your residential and commercial needs. As 

seen on ABC’s “Extreme Home Makeover”. Since 1982, fully 
insured. Call 877-427-7767, or visit www.powertomorrow.com 


Montana 


Oasis Montana Inc: Designs, sells, & installs renewable 
energy power systems in North America and also offers 
efficient and gas appliances. Our engineer Dan Healy is a 
NABCEP Certified Installer. Toll-free: 877-OASISMT or 877- 
OASISPV. Web sites: www.oasismontana.com, 
www.grid-tie.com, www.PVsolarpumps.com. E-mail: 
info@oasismontana.com 


Planetary Systems, Inc. In business 10+ years. 
Sales/design/installation of complete RE electrical, water & 
hydronic heating systems. Our patented RE “Power Package” 
simplifies installation & reduces costs. Can be shipped 
nationwide & installed locally. CAD schematic system 
drawings/technical support provided. Xantrex Certified 
Dealer. Phone (406) 682-5646, www.planetarysystems.com 
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Montana, cont. 


Sunelco, Inc. Montana’s premier full service renewable 
energy dealer, has 20 years of satisfied customers on a global 
scale. Water pumping to remote homes, we provide free 
consultation, estimates, design assistance, and life-time tech 
support on our systems. Get your copy of the Sunelco 16th 
Edition Planning Guide and Catalog for only $5. 
www.sunelco.com 888-786-3526 


Nevada 


Alternative Energy Solutions, Reno, Nevada. We 
design, sell, install and service PV, wind, off grid and grid tie 
RE systems, Nevada State Licensed and Bonded Contractor, 
NABCEP PV Certified Installer. Xantrex / Trace Authorized 
Service Center, Xantrex Certified Dealer, Outback Factory 
trained field service technicians and Certified Uni-Solar field 
laminate installer. 775-857-1157 toll free 1-866-491-SOLR 


Solar Unlimited, Inc. serves Nevada’s Renewable 
Energy design, sales, service, and installation needs, including 
PV, wind, net-metering and off-grid systems. We are 
authorized dealers for Solarwall, Gillette, Xantrex, Outback, 
African Wind Power and more. Licensed and insured. Call 
toll free 866-SOLAR99 or visit www.solarunlimited.net. 


Solar Wind Works specializes in consultation, 

sales, design, service, & installation of complete RE 
systems. US Distributor for Proven Wind Turbines. 

We supply all components. Grid-connected or grid- 
independent. Truckee, CA 530-582-4503, 877-682-4503, 
NABCEP Certified Installer. NV Contractor’s Lic # 59288. 
chris@solarwindworks.com, www.solarwindworks.com 


New Hampshire 


Sunweaver Incorporating innovative technologies 

for power, water and heat. Encouraging knowledge and 
direction towards resource responsible solar living. Installing 
in New England and the Caribbean since 1985. www. 
sunweaver.org. mailto: info@sunweaver.org 

603-942-5863 Showroom hours: Monday-Saturday 1lam-6pm 


New Jersey 


Akeena Solar is the nation's largest residential solar 
electric installer with two NABCEP-Certified PV Installers on 
staff. Our design/build services coupled with our complete 
financial analyses, based on actual site conditions, support 
our growing list of satisfied customers in making the switch 
to clean reliable energy. Serving CA, NJ, MA, RI, CT, & NY. 
Visit www.akeena.net or call 888-akeena-8 


New Mexico 


Cedar Mountain Solar, LLC Leading installer of 
solar heating systems. Integrated design/build services to 
architects, contractors, and homeowners. Specialize in hybrid 
solar/boiler hydronic heating systems for radiant floors, 
baseboards, pools, spas, and domestic hot water. 1285-J Clark 
Rd. Santa Fe, NM 87507 ph 505-474-5445 fax 505-474-6818 
www.cedarmountainsolar.com info@cedarmountainsolar.com 


Direct Power and Water Corp designs, engineers 
& professionally installs turn-key solar electric systems for 
remote homes/log cabins, commercial, telecommunication, 
& water pumping applications. NABCEP Certified Design 
Engineer Daniel Duffield & Master Electrician EE98J Dave 
Hammack have over 30 years experience and live by PV. 
References provided. (800)260-3792 www.directpower.com 


Paradise Power Com any is a small company located 
in Taos, New Mexico, the solar capital of the world. Not 
restricted to any locality though most of our work is in New 
Mexico, Colorado, and Texas. We offer a complete electrical 
service specializing in solar and alternative electrical system 
design, sales, installation, maintenance and lifestyle. 
505-737-5896. paradise@taosnet.com*® www.paradisepower.net 


Positive Energy Inc. High quality renewable power 
systems. Licensed, bonded, and insured electrical contractor 
serving Santa Fe and northern NM. Owner Allan Sindelar 
is NABCEP certified and is a certified dealer/installer for 
Xantrex, Outback, and Sunnyboy. 505 424-1112. 

E-mail: info@positiveenergysolar.com. 

Website: www.positiveenergysolar.com 
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New Mexico, cont. 


Remod Solar Service Solar Heating Specialists for over 
27 years with thousands of happy customers. Installation, 
design & repair. Licensed NM Electrical, Plumbing and 
HVAC contractor. Solar space heating, solar water heating, 
radiant floor integration and solar pool heating. Old and slow 
but at least we’re expensive. Remod Inc. Albuquerque Lic. # 
26528 (505) 247-4522 chuckmarken@qwest.net 


New York 


Solar & Wind FX Inc. NY’s only Off-grid Design & 
Training Center, where a client can see the latest RE & Green 
building technologies. A family owned, full service company 
focusing on Western NY that provides site evaluation, design, 
installation & the all important, service after the sale. Member 
of NESEA & NYSEIA, SEI alumni & a NYSERDA installer. 
585-229-2083, solarandwindfx.com 


North Carolina 


SC Solar designs /installs PV systems—tresidential, US 
military, solar lighting, water pumping, traffic management 
power systems. Solar thermal & micro hydro. Custom UPS 
systems for off grid. Installation area: NC, SC, VA, GA, TN, & 
Mexico. For more info & credentials: 803-802-5522 
www.scsolar.com CCR# & Cage Code #1SLJ5. 


Solar Village Institute, Inc..NC’s premier solar, wind, 
micro-hydro dealer-installer-educators. Off-grid since 1992. 
Top quality, pro work, guaranteed. NC, SC, VA, GA, AK. 
Specializing in Wind/Solar hybrid off-grid systems. New/ 
remodels. Christopher W. Carter, Pres. SEI alumni, Xantrex 
Cert. dealer. David Del Vecchio, installation manager. 
www.solarvillage.com, chris@solarvillage.com, 800 376 9530 


Sundance Power Systems, Inc. is the largest 
provider of Renewable Energy in Western North Carolina. 
Since 1995, Sundance has been providing high quality 
Residential and Commercial Design and Installation of PV, 
Wind, Hydro, Solar Thermal and Hydronic Heating Systems 
throughout the southeast. Phone: 828-689-2080 Email: 
info@sundancepower.com Web: www.sundancepower.com. 


Ohio 


REpower Solutions: Northeast Ohio’s renewable 
energy provider for home and business. Design, installation, 
and education for PV and wind systems. NABCEP certified 
installer. P.O. Box 91992, Cleveland, Ohio 44101. 

Web: www.repowersolutions.com. Email: 
power@repowersolutions.com. Phone: 216-402-4458 


Third Sun Solar & Wind Power, Ltd. is Ohio’s 
leading renewable energy contractor. Complete design and 
installation of off-grid, utility tied, PV and wind systems 
in OH, KY, IN, IL, MI, PA, WV. Owner Geoff Greenfield is 
NABCEP Certified Solar PV Installer. We are committed to 
excellent customer service & the highest quality systems. 
www.third-sun.com. (740) 597-3111. 


Oregon 


Electron Connection Licensed in CA and Oregon. 
NABCEP Certified installer. Serving northernmost California 
and southern Oregon. PV, wind, microhydro installs. 

(800) 945-7587 email: bob-o@electronconnection.com, 
www.electronconnection.com OR CCB# 149724 


Mr. Sun Solar: Since 1980, the Northwest's leading 
solar installer. Over 1,200 projects including solar hot water, 
solar pool heating, solar attic fans, and on- and off-grid PV 
systems. Dealer for Sol-Reliant™, The Solar Water Heater 
Built to Last - OG-300 and Bright Way™ approved. Phone: 
(888) SOL-RELY (888-765-7359). Web: www.MrSunSolar.com 
and www.solReliant.com 


Sunlight Solar Energy, Inc. specializes in full-service, 
turn-key, grid tied residential & commercial PV systems. Fully 
licensed, providing consultations, efficient system design, 
professional installations, and competitive pricing. Over 20 
years of experience with two Licensed LRTs, one NABCEP 
Certified PV installer, and one seasoned alumni of SEI. For 
more info./referrals: www.sunlightsolar.com, 541/322-1910 
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Pennsylvania 


Appalachian Wind Systems, LLC has been serving 
PA, WV & MD for 6 years. Distributor for Cyclone wind 
turbines, Synergy wind turbines, Sun solar panels, LED 
lighting, stand alone & grid tie inverters and other products. 
Site evaluations and financial analyses. We also sell, service & 
install 10-60 meter NRG meteorological towers & first stage 
wind analysis. For more information, call 724-452-0326 


South Carolina 


SC Solar designs/installs PV systems—residential, US 
military, solar lighting, water pumping, traffic management 
power systems. Solar thermal & micro hydro. Custom UPS 
systems for off grid. Installation area: NC, SC, VA, GA, TN, 
& Mexico. For more info & credentials: 803-802-5522 www. 
scsolar.com CCR# & Cage Code #1SLJ5. 


Texas 


Meridian Energy Systems specializes in the design 
and installation of high quality solar and wind energy 
systems throughout the State of Texas...and beyond. Factory 
trained technicians and NABCEP Inaugural Certificant on 
staff. Visit our website www.meridiansolar.com or call 
512-448-0055 


North Texas Renewable Energy Inc. North Texas’ 
premier solar and small wind energy service. Complete 
system design and installation. Available service contract 
Independence-Reliability—Conservation. Jim Duncan 
answers@NTREI.com 817.917.0527 


Texas Solar Power Company Since 1995, we have 
participated in design/build renewable energy projects for 
both commercial and residential clients. Located in the city of 
Austin we will travel where our services are needed. If you 
would like more information, please log onto www.txspc.com 
or phone (512) 459-9494 or call Toll free 1-(866) 459-9494. 


Utah 


Solar Unlimited, Inc. Southern Utah’s leading design, 
sales, service and installation professional for all your 
alternative and Renewable Energy needs, including PV, wind, 
net-metering or off grid systems. We are authorized dealers 
for Solarwall, Gillette, Xantrex, Outback, African Wind Power 
and more. Licensed and insured. Call toll free 866-SOLAR99 
or visit www.solarunlimited.net. 


Vermont 
Vermont Solar Engineering has provided the 
finest in renewable energy throughout New York and New 
England, since 1991. We design, install, and support solar 
electric, wind electric, and solar hot water systems. 
K. Herander, NABCEP™ certified installer. Xantrex Certified 
Dealer. NYSERDA eligible installer. Vermont Solar and Wind 
Partner. www.vermontsolar.com 1-800-286-1252 
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Virginia 


Dunimis Technology Inc. Providing alternative 
energy systems since 1992. NABCEP certified solar 
technicians on staff. We specialize in the more demanding 
upscale off-grid residential & commercial installations. 
Installations completed in ID, TX, PA, NJ, NC, VA, and WV. 
P.O. Box 10, Gum Spring, VA 23065, Phone 804-457-9566, 
jryago@netscape.com, www.pvforyou.com 


Washington 


Mr. Sun Solar: Since 1980, the Northwest's leading 
solar installer. Over 1,200 projects including solar hot water, 
solar pool heating, solar attic fans, and on- and off-grid PV 
systems. Dealer for Sol-Reliant™, The Solar Water Heater 
Built to Last - OG-300 and Bright Way™ approved. Phone: 
(888) SOL-RELY (888-765-7359). Web: www.MrSunSolar.com 
and www.solReliant.com 


Seraphim Energy, Inc. Full service electrical contractor 
serving the Columbia River Watershed. We specialize in 

on and off grid wind, sun and water powered systems, 
meeting all your design, installation and procurement needs. 
From 100W to 100GW, plug into Seraphim Energy. WA# 
SERAPEC971MG, 800.265.6288, www.seraphimenergy.com, 
re@seraphimenergy.com 


SolarWind Energy Systems, LLC PO. Box 1234, 
Okanogan, WA 98840 (509) 422-5309 www.solar-wind. 

us WA Cont. # SOLARES983RQ. Serving Eastern WA & 
Northern ID grid-tied & off-grid RE systems. Solar PV, wind, 
solar hot water, remote stock watering. Design, installation, 
service, maint. Solar Energy International (SEI) trained. Lic. & 
bonded. belark@solar-wind.us or jmartin@solar-wind.us 


Wisconsin 


Photovoltaic Systems Co., since 1980 we have been 
designing, installing and servicing solar electric systems 
statewide in WI. NABCEP Certified Installer, Xantrex certified 
dealer & authorized service cntr.; MREA instructor teaching 
basic thru advanced PV systems workshops. James Kerbel 
7910 hwy 54 Amherst Wi. 54406 715-824-2069 PVSOLAR@ 
wi-net.com 


Wyoming 


Creative Energies Wyoming's premiere full-service RE 
company. Solar & wind power for remote cabins, homes & 
ranches, utility grid-tied solar & wind power, solar hot water 
& heating, solar water pumping & passive solar home design. 
We custom design a system that fits your needs & budget. 
Trace certified dealer. Phone/fax: 307-332-3410 toll free 
866-332-3410 info@cesolar.com * www.cesolar.com 


RE Installer? Get Listed. 


Our readers continue to look to Home Power for referrals to 


For more 


RE installation professionals in their area. 
information or to get your business listed in HP’s 


installers directory, e-mail advertising@homepower.com 


or call 541.512.0201. 
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OUR STANDARD LABEL 


> © CAUTION > 


Rolls has been producing premium batteries 
specifically designed for the renewable energy market since | 984. 
That’s why those who can’t afford to go without power know they 


can’t afford to trust anyone else. 


BATTERY ENGINEERING 


Superior Cycling | Dual-Container Construction | Widest Range of Specs 
Largest Liquid Reserves | Easiest to Install | Longest Life Span | Premium Warranties 


T. 1.800.681.9914 E. sales@rollsbattery.com www. rollsbattery.com 


i: bp solar 


our own electricity? 


It's simple...our BP Solar electric system 
enables us to: 


e lower our monthly electric bill 

e guard against future rate hikes 

® increase the value of our home 

e reduce greenhouse gas by using a 
clean energy source that produces 
no carbon dioxide (COz) emissions 


For more information visit 


www.bpsolar.us 


BP Solar modules are made with pride 
in the U.S.A. 


\ = 


Find out about state rebates, tax credits and other 
incentives that make your BP Solar electric system even 
more affordable than ever. 


